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This handbook contains 
documentation kits designed to 
support Digital’s current, high 
volume products. The book is 
divided into two distinct sections. 
Section I supports option level 
products; Section II supports 
“packaged systems”. A Table of 
Contents in the front of the book 
lists products by their Option 
Designation, while the Index in the 
back sorts products by Kit Number. 

Packaged System Matrices have 
been designed for each processor 
type. The left hand margin of each 
matrix lists the packaged system 
designations alphanumerically. The 
kit numbers run across the top of 
the matrix. To use the matrix, simply 
scan the left side of the page for the 
desired Packaged System 
Designation and select the kits from 
the top of the page which have a 
checkmark. Contents of these kits 
may be reviewed by locating the 
appropriate kit in the Index. 

The amount and types of 
documentation available for the 
individual devices vary depending 
upon the complexity and application 
of the device. The advantage of 
kitting these documents is twofold: 

1) it simplifies ordering by reducing 
the number of line items, and 2) it 
often reduces expense, since most 
kits are priced below the sum of 
their loose piece prices. Prices for 
Hardware Documentation Kits may 
be found in Digital’s Accessories and 
Supplies Group Price List. 

Orders may be placed through your 
local Digital Sales Office. In the 
Continental U.S. and Puerto Rico, 
orders may also be placed by calling 
toll free 800-258-1710. When 
ordering, please provide the Kit Part 
Number and Kit Name. 

More detailed ordering information 
begins on page iii. 
















How to Order 


In Continental USA and 
Puerto Rico f call: 

or mail order to: 


In Alaska, Hawaii or 
New Hampshire, call: 

or mail order to: 


ARGENTINA 

DIGITAL APPROVED DISTRIBUTOR 

Coasin Computacion 

Calle Nazca 1171 

Buenos Aires 1416 

Argentina 

Telephone: (54)-(1 >-580043 
Telex: 390-17016 

AUSTRALIA 

Digital Equipment Australia Pty. Ltd. 
Accessories & Supplies Group 
P.O. Box 384 

Chatswood, New South Wales 2067 

AI ictralia 

Telephone: (61)-(2)-4125252 
Telex: 790-24295 

AUSTRIA 

Digital Equipment Corporation 
Ges,mbH 

Shopping City Sued 
A-2331 Voesendorf bei Wien 
Austria 

Telephone: (43)-(222)-677641 
Telex: 847-134995 


BELGIUM 

Digital Equipment N.V.S.A. 
Boulevard Brand Whitlock 87 
B-1040 Brussels 
Belgium 

Telephone: (32)-(2)-7339650 
Telex: 846-25297 


800 - 258-1710 

Digital Equipment Corporation 
P.O. Box CS2008 
Nashua, NH 03061 


603 - 884-6660 

Digital Equipment Corporation 
P.O. Box CS2008 
Nashua, NH 03061 


BOLIVIA 

Digital Equipment Services, Inc. 
Casilla 4301 
La Paz 
Bolivia 

Telephone: 591-(2)-371933 
Telex: 336-5497 


BRAZIL 

Digital Equipment Comercio e 
Industria Ltda 
Avenida Presidente Wilson, 
231-26 Floor 
Castelo 

20030 Rio de Janeiro, RJ 
Brazil 

Telephone: (55)-(21 >-2625755 


CANADA 

Digital Equipment of Canada, Ltd. 
Accessories & Supplies Group 
940 Belfast Rd. 

Ottawa, Ontario K1G 4C2 
Canada 

Telephone: (800)-267-6146 
(613)-592-5111 
Telex: 610-562-8732 


CHILE 

DIGITAL APPROVED DISTRIBUTOR 
Sonda, Ltd. 

Teatinos 574 2° Piso 

Santiago 

Chile 

Telephone: (56)-(2)-718335 
Cable: COACHI KU 
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CHINA, REPUBLIC OF 

DIGITAL APPROVED DISTRIBUTOR 
China Computer Corporation 
2nd Floor, 75 Nanking East Road, 
Sec. 4 

Taipei, Taiwan 
Republic of China 
Telephone: (886)-(2)-7310155 
Telex: 785-26834 


DENMARK 

Digital Equipment Corporation AS 
Kristineberg 3 
DK-2100 Copenhagen O 
Denmark 

Telephone: (45)-(1)-299666 
Telex: 855-19675 


EGYPT 

DIGITAL APPROVED DISTRIBUTOR 

Giza Systems Engineering 

P.O. Box 1913 

ET-Cairo 

Egypt 

Telephone: 987114 
987276 

Telex: 927-92096 E K A UN 


ENGLAND 

Digital Equipment Co. Ltd. 
Units 9 & 10, Stadium Way 
Scours Lane 
GB-Reading RG3 6BX 
England 

Telephone: (44)-(734)-583555 
Telex: 851-847188 


FINLAND 

Digital Equipment Corporation OY 
PL 16 

SF-02201 Espoo 20 
Finland 

Telephone: (358)-(0)-423511 
Telex: 857-122324 


FRANCE 

Digital Equipment France 
25 Place De La Loire 
Rungis 94528 
France 

Telephone: (33)-(1 >-6872570 
Telex: 842-204270 


GERMANY (WEST) 

Digital Equipment GmbH 
Wallensteinplatz 2 
D-8000 Munich 40 
West Germany 
Telephone: (49)-(89)-35031 
Telex: 841-215191 

HOLLAND 

Digital Equipment Corporation B.V. 
Kaap Hoorndreef 38 
NL-3563 AV Utrecht 
Holland 

Telephone: (31)-(30)-631222 
Telex: 844-40370 

HONG KONG 

Digital Computer Hong Kong, Ltd. 
1303-1309 Dominian Center 
43-59A Queen’s Road East 
Wanchai 
Hong Kong 

Telephone: (852)-(5)-282306 
(852)-(5)-273178 
Telex: 780-76424 


INDIA 

DIGITAL APPROVED DISTRIBUTOR 
Hinditron Computers Pvt. Ltd. 

504 Raheja Chambers 

Backbay Reclamation Narimen Point 

Bombay 400 032 

India 

Telephone: 244207 
244238 
Telex: 953-0114632 
Cable: DECOMP 


IRELAND 

Digital Equipment International Ltd. 

Park House 

North Circular Road 

IRL-Dublin 7 

Ireland 

Telephone: (353)-(1 >-308433 
Telex: 852-31023 
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ISRAEL 

DECsys Computers, Ltd. 

4 Yirmiyahu Street 
IL-63505 Tel Aviv 
Israel 

Telephone: (972)-(3)-440763 
Telex: 922-32363 


ITALY 

Digital Equipment S.p.A. 

Viale Fulvio Testi 11 ANG 
Via M. Gorki 105 
20092, Cinisello Balsamo 
Milan 
Italy 

Telephone: (02)-6121951 
Telex: 843-333435 

JAPAN 

Digital Equipment Corporation Int’l. 
Accessories & Supplies Group 
35th Floor, Sunshine 60 
P.O. Box 1135 

1-1 Higashi Ikebukuro 3-Chome 
Toshima-Ku, Tokyo 170 
Japan 

Telephone: (81 )-(3)-9897 111 
Telex: 781-26428 

KOREA 

DIGITAL APPROVED DISTRIBUTOR 
Oricom Inc. 

C.P.O. Box 289 

Seoul 

Korea 

Telephone: (82)-(2)-763-8151 

Telex: 787-26577 

Cable: ORICOMENG SEOUL 


KUWAIT 

DIGITAL APPROVED DISTRIBUTOR 
N.C.S. Ltd. 

P.O. Box 766 

Safat 

Kuwait 

Telephone: 965-436748 
Telex: 959-2272 


MEXICO 

Digital Equipment de Mexico, 
S.A. de C.V. 

Apartado Postal 18-990 
Mexico 12, D.F. 

Mexico 

Telephone: (905)-687-3422 
Telex: 383-1772599 


NEW ZEALAND 

Digital Equipment New Zealand Ltd. 
P.O. Box 17039 
Greenlane, Auckland 
New Zealand 

Telephone: (64)t(9)-591280 
Telex: 791-2726 


NIGERIA 

DIGITAL APPROVED DISTRIBUTOR 
Data Sciences Nigeria, Ltd. 

P.O. Box 6352 

Ikeja-Lagos 

Nigeria 

Telephone: 862763 
Cable: Earth/Lagos 

NORWAY 

Digital Equipment Corporation A/S 
Pottemarkerveien 5 
N-Oslo 5 
Norway 

Telephone: (47)-(2)-160290 
Telex: 856-19079/16903 


PERU 

DIGITAL APPROVED DISTRIBUTOR 
I.R.E. 

Avda F.D. Roosevelt 105 

Lima 1 

Peru 

Telephone: (51)-(14)-288650 
(51)-(14)-272076 
Telex: 354-25663 + 

PUERTO RICO 

Digital Equipment Latin America 
Mercanti! Plaza Bldg. 4th Floor 
Ponce de la Leon Avenue Stop 27 
Hato Rey 00918 
Puerto Rico 

Telephone: (800)-258-1710 
(809)-754-7575 
Telex: 385-7056 
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SAUDI ARABIA 

DIGITAL APPROVED DISTRIBUTOR 

Digital Equipment Company, Ltd. 

C/O Abbar and Zainy 

P.O. Box 461 

Jeddah 

Saudi Arabia 

Telephone: (966)-(21)-57352 
Telex: 928-401062 

Digital Equipment Company, Ltd. 

C/O Abbar and Zainy 

P.O. Box 567 

Dammam 

Saudi Arabia 

Telephone: (966)-(31 >-8644056 
Telex: 928-601056 


Digital Equipment Company, Ltd. 

C/O Abbar and Zainy 

P.O. Box 8143 

Riyadh 

Saudi Arabia 

Telephone: (966)-(1 >-4657309 
Telex: 928-201128 


SINGAPORE 

Digital Equipment Singapore (Pte) 
Ltd. 

San Centre, First Floor 
Chin Swee Road, Singapore 0316 
Republic of Singapore 
Telephone: (65)-919266 
Telex: 786-25435 

SOUTHEAST EUROPE 
& NORTHERN AFRICA 

ALGERIA, CYPRUS, GREECE, 

MALTA, MOROCCO, PORTUGAL, 

TUNISIA, TURKEY 

Digital Equipment Corporation S.A. 

SEENA Branch 

9, route des Jeunes C.P. 591 

Case Tostale 191 

1211 Geneva 26 

Switzerland 

Telephone: (41)-(22)-429930 
Telex: 289201 


SPAIN 

Digital Equipment Corporation S A 

Sucursal en Espana 

Agustin de Foxa 27 

Madrid 16 

Spain 

Telephone: (34)-( 1 >-7331900 
Telex: 831-42192 

SWEDEN 

Digital Equipment AB 
Box 1250 
S-17124 Solna 1 
Sweden 

Visitors or Shipping Address: 
Englundavagen 7, Solna 
Telephone: (46)-(8)-7300200 
Telex: 854-17050 


SWITZERLAND 

Digital Equipment Corporation, SA 
Schaffhauserstrasse 144 
CH-8302 Kloten/ZH 
Switzerland 

Telephone: (41)-(1 )-8169111 
Telex: 845-56059 


VENEZUELA 

DIGITAL APPROVED DISTRIBUTOR 
Coasin Computacion, C.A. 

Apdo Postal 70136 
Caracas 1070A 
Venezuela 

Telephone: (58)-(2)-387886 
(58)-(2)-387842 
Telex: 395-21027 
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YUGOSLAVIA 

DIGITAL APPROVED 
DISTRIBUTORS 
Elektrotehna Do Delta 
Milentlja Popovica 9 
11000 Beograd 
Yugoslavia 


Elektrotehna Do Delta 
Aleja Borisa Kidrica 2 
Spasicev Prilaz 7 
41020 Zagreb 
Yugoslavia 

Telephone: (041) 52 78 76 
Telex: 062-22247 


Telephone: (011) 453-885 
Telex: 862-12042 


Elektrotehna Do Delta 
Parmova 43 
61000 Ljubljana 
Yugoslavia 

Telephone: (061) 312 988 
Telex: 062-31366 

FOR ALL OTHER COUNTRIES OUTSIDE OF EUROPE CONTACT 

INTERNATIONAL MARKET DEVELOPMENT DISTRICT 
Digital Equipment Corporation 
Accessories & Supplies Group 
P.O. Box 577 

Littleton, Massachusetts 01460 
Telephone: 617-486-7100 
Telex: 710-347-7651 
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OPTION LEVEL KITS 


Kit Name 861-A/-B/-C/-D/-E 
DOCUMENTS 
Kit Number FB-00861 
Contents 


Part Number 

Description 

EK-00861-IP 

861-A/B/C/D/E/F POW 
IPB 

EK-861AB-MM 

861-A/B/C/D/E/F MAINT 
MAN 

EK-861AB-OP 

861 POWER 
CONTROLLER USERS 

MP-N0861-OO 

861 MAINTENANCE 
PRINTS 


Kit Name 866 DOCUMENTS 

Kit Number FB-00866 

Contents 


Part Number 

Description 

EK-866DE-IP 

866-D/E POW CTRLR IPB 

MP-N0866-DO 

866-D MAINTENANCE 
PRINTS 

Kit Name 871 DOCUMENTS 

Kit Number FB-00871 

Contents 


Part Number 

Description 

EK-00871-IP 

871 POWER 
CONTROLLER IPB 


Kit Name 872 DOCUMENTS 
Kit Number FB-00872 
Contents 

Part Number Description 

EK-00872-IP 872 POWER 

CONTROLLER IPB 


Kit Name 11/04 (KD11-D) 

CPU/SYSTEM DOCUMENTS 

Kit Number FB-11/04 
Contents 


Part Number 

EB-18293-20 

EB-19402-20 
EK-11004-OP 
EK-11034-MC 
EK-KD11D-MM 
M P-00019-00 


Description 

PERIPHERALS 
HANDBOOK 
PDP-11 PROCESSOR 
HANDBOOK 
PDP-11/04 SYSTEM 
USERS MANUAL 
PDP 11/04/34 
MAINTENANCE CARD 
KD11-D MAINTENANCE 
MANUAL 

11/04 MAINTENANCE 
PRINTS 


The following documents may be 
applicable to your system, however, due 
to their specific nature, they are not 
included in this kit. If you wish to purchase 
any of these items, use the Part Number 
and description provided. 


EK-04525-IP 11/04 (5.25 inch box) 

Illustrated Parts 
Breakdown 

EK-04105-IP 11/04 (10.25 inch box) 

Illustrated Parts 
Breakdown 


Kit Name 874 DOCUMENTS 
Kit Number FB-874 
Contents 

Part Number Description 

EK-00874-IP 874 ILLUSTRATED 

PARTS BREAKDOWN 
MP-01016 874 MAINTENANCE 

PRINTS 
















OPTION LEVEL KITS 


Kit Name 11/05 (KD11-B) CPU 
SYSTEM DOCUMENTS 

Kit Number FB-11/05 
Contents 


Part Number 

EB-18293-20 

EK-01105-OP 
EK-11005-TM 
EK-KD11B-MM 
MP-N1105-00 


Description 

PERIPHERALS 

HANDBOOK 

PDP-11/05/10 CMP USR 
MANUAL 

PDP-11/05/10 CMP 
MANUAL 

KD11-B PROC MAINT 

MANUAL 

PDP-11/05 

MAINTENANCE PRINTS 


The following documents may be 
applicable to your system, however due to 
their specific nature, they are not included 
in this Kit. If you wish to purchase any of 
these items, use the Part Number and 
description provided. 


EK-05525-IP 11/05 (5.25 inch box) 

Illustrated Parts 
Breakdown 

EK-05105-IP 11/05 (10.5 inch box) 

Illustrated Parts 
Breakdown 


Kit Name 11/15(KC11) CPU/SYSTEM 
DOCUMENTS 
Kit Number FB-11/15 
Contents 


Part Number 

EB-18293-20 

EK-11015-TM 
MP-N1115-00 


Description 

PERIPHERALS 
HANDBOOK 
PDP-11/15 SYSTEM 
MANUAL 

11/15 MAINTENANCE 
PRINTS 


Kit Name 11/20(KA11) CPU/SYSTEM 
DOCUMENTS 

Kit Number FB-11/20 
Contents 


Part Number 

Description 

EK-11020-TM 

PDP-11/20 SYSTEM 


MANUAL 

EK-OKA11-TM 

KA11 PROC MANUAL 

MP-N1120-00 

11/20 MAINTENANCE 


PRINTS 


Kit Name 11/23 (KDF11) CPU/SYSTEM 


DOCUMENTS 

Kit Number FB-11/23 

Contents 

Part Number 

Description 

EB-18293-20 

PERIPHERALS 

HANDBOOK 

EB-18451-20 

MICROCOMPUTER & 
MEMORIES HNDBK 

EB-20175-20 

MICROCOMPUTER 
INTERFACES HNDBK 

EK-01123-IP 

PDP-11/23 UNIT 
ASSEMBLY IPB 

MP-00734-00 

KDF11-A MAINTENANCE 
PRINTS 


Kit Name 11/24 (KDF11-UA) 

DOCUMENTS 

Kit Number FB-11/24 

Contents 


Part Number 

Description 

EK-11024-TM 

11/24 TECHNICAL 


MANUAL 

MP-01018 

11/24 MAINTENANCE 


PRINTS 
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OPTION LEVEL KITS 

Kit Name 1134A (KOI 1-EA) CPU/SYS 

Kit Name 11/40 (KD11-A) DOCUMENTS 

DOCUMENTS 

Kit Number FB-11/40 

Kit Number FB-1134A 

Contents 


Contents 


Part Number 

Description 

Part Number 

Description 

EB-18293-20 

PERIPHERALS 

EB-18293-20 

PERIPHERALS 


HANDBOOK 


HANDBOOK 

EK-01140-IP 

PDP-11/40 16-BIT CMP 

EB-19402-20 

PDP-11 PROCESSOR 


IPB 


HANDBOOK 

EK-11040-TM 

PDP-11/40/35 SYSTEM 

EK-11034-MC 

PDP 11/04/34 MAINT. 


MANUAL 


CARD 

EK-KD11A-MM 

KD11-A PROC 

EK-11034-UG 

PDP-11/34 SYSTEM 


MAINTENANCE MANUAL 


USERS GUIDE 

MP-N1140-00 

PDP-11/40 

EK-1134A-TM 

PDP-11/34A POW SYS 


MAINTENANCE PRINTS 


DESC 



EK-KD1EA-MM 

KD11-EA MAINTENANCE 




MANUAL 

Kit Name 11/44 (KD11-Z) CPU/SYS 

M P-00190-00 

11/34-A MAINTENANCE 

DOCUMENTS 


PRINTS 

Kit Number FB-11/44 



Contents 


The following 

documents may be 

Part Number 

Description 

applicable to your system, however due to 

EB-19402-20 

PDP-11 PROCESSOR 

their specific nature, they are not included 


HANDBOOK 

in this Kit. If you wish to purchase any of 

EK-01144-IP 

PDP-11/44 UNIT 

these items, use the Part Number and 


ASSEMBLY IPB 

description provided. 

EK-11044-UG 

11/44 SYSTEM USERS 

EK-34A52-IP 

1134A (5.25 inch box) 


GUIDE 


Illustrated Parts 

EK-KD11Z-TM 

PDP-11/44 SYS TECH 


Breakdown 


MANUAL 

EK-34A10-IP 

1134A (10.5 inch box) 

EK-PDP44-MC 

11/44 MAINTENANCE 

r A DR 


Illustrated Parts 


OAHU 


Breakdown 

M P-00809-00 

11/44 SYS 




MAINTENANCE PRINTS 


Kit Name 11/35 (KD11-A) CPU/SYS 
DOCUMENTS 
Kit Number FB-11/35 
Contents 


Part Number 

Description 

EB-18293-20 

PERIPHERALS 

HANDBOOK 

EK-01135-IP 

PDP-11/35 16-BIT CMP 
IPB 

EK-11035-OP 

PDP-11/35 SYSTEM 

USER GUIDE 

EK-11035-TM 

PDP-11/35 SYSTEM 
MANUAL 

EK-KD11A-MM 

KD11-A PROC 
MAINTENANCE MANUAL 

MP-N 1135-00 

PDP-11/35 

MAINTENANCE PRINTS 


5 














OPTION LEVEL KITS 


Kit Name 11/45 (KB11-A) 

CPU/SYSTEM DOCUMENTS 

Kit Number FB-11/45 
Contents 


Part Number 

Description 

EB-18293-20 

PERIPHERALS 

HANDBOOK 

EK-01145-IP 

PDP-11/45 16 BIT CMP 
IPB 

EK-11001-HR 

PDP-11/45 

MAINTENANCE REF 
MANUAL 

EK-11045-MM 

PDP-11/45 

MAINTENANCE MANUAL 

EK-11045-OP 

PDP-11/45/50/55 USER 
MANUAL 

EK-11MOS-TM 

PDP-11/45/50 
TROUBLESHOOT GUIDE 

EK-KB11A-MM 

KB11-A MAINTENANCE 
MANUAL 

EK-OLA36-IP 

LA36 DECWRITER II IPB 

MP-N1145-00 

PDP-11/45 

MAINTENANCE PRINTS 


Kit Name 11/60 (KD11-K) CPU.SYS 
DOCUMENTS 

Kit Number FB-11/60 
Contents 


Part Number 

Description 

EB-18293-20 

PERIPHERALS 

HANDBOOK 

EB-19402-20 

PDP-11 PROCESSOR 
HANDBOOK 

EK-11060-OP 

PDP-11/60 INSTL/OPS 
MANUAL 

EK-11060-SV 

PDP-11/60 CAB & POW 
SUPPLY 

EK-KD11K-TD 

KD11-K PROC 
TECHNICAL DESC 

EK-KD11K-TM 

KD11-K DESC MANUAL 

M P-00166-00 

11/60 SYSTEM 
MAINTENANCE PRINTS 


Kit Name 11/70 (KB11-B) CPU/SYS 
DOCUMENTS 
Kit Number FB-11/70-01 
Contents 


Part Number 

Description 

EB-18293-20 

PERIPHERALS 

HANDBOOK 

EB-19402-20 

PDP-11 PROCESSOR 
HANDBOOK 

EK-01170-IP 

PDP-11/70 16-BIT CMP 
IPB 

EK-11070-MM 

PDP-11/70 MAINT/INSTL 
MAN 

EK-11070-OP 

PDP-11/70 SYSTEM 
USERS MANUAL 

EK-E1170-MC 

PDP-11/70 ELEC CNSL 
CMD REFCD 

EK-KB11B-TM 

KB11-B PROC MANUAL 

MP-OKB11-BO 

KB11-B MAINTENANCE 
PRINTS 


Kit Name 11/70 (KB11-C) CPU/SYS 
DOCUMENTS 
Kit Number FB-11/70-02 
Contents 


Part Number 

Description 

EB-18293-20 

PERIPHERALS 

HANDBOOK 

EB-19402-20 

PDP-11 PROCESSOR 
HANDBOOK 

EK-01170-IP 

PDP-11/70 16-BIT CMP 
IPB 

EK-11070-MM 

PDP-11/70 MAINT/INSTL 
MANUAL 

EK-11070-OP 

PDP-11/70 SYSTEM 
USERS MANUAL 

EK-E1170-MC 

PDP-11/70 ELEC CMSL 
CMD REFCD 

EK-KB11C-TM 

KB11-C PROC MANUAL 

MP-OKB11-CO 

KB11-C MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name AA11-K/KT DOCUMENTS 

Kit Number FB-AA11-K 

Contents 

Part Number Description 

EK-AA11K-TM AA11-K TECHNICAL 
MAN 

MP-00161-00 AA11-K MAINTENANCE 

PRINTS 


Kit Name AAV11 DOCUMENTS 

Kit Number FB-AAV11 

Contents 


Part Number 

Description 

EK-ADV11-OP 

ADV11-A.KWV11- 
A,DRV11.AAV11-A 

USERS MANUAL 

M P-00186-00 

AAV11-A MAINTENANCE 
PRINTS 


Kit Name AD11-K DOCUMENTS 

Kit Number FB-AD11-K 


Contents 


Part Number 

Description 

EK-AD11K-OP 

AD11-K USER MANUAL 

M P-00047-00 

AD11-K MAINTENANCE 
PRINTS 


Kit Name ADV11-A DOCUMENTS 

Kit Number FB-ADV11 


Contents 


Part Number 

Description 

EK-ADV11-OP 

ADV11-A,KWV11- 
A,DRV11.AAV11-A 

USERS MANUAL 

MP-00193-00 

ADV11-A MAINTENANCE 
PRINTS 

Kit Name AM11-K DOCUMENTS 

Kit Number FB-AM11-K 

Contents 


Part Number 

Description 

EK-QM11K-TM 

AM11-K MULTIPLE GAIN 
USER MANUAL 

M P-00090-00 

AM11-K MAINTENANCE 
PRINTS 


Kit Name AR11 DOCUMENTS 

Kit Number FB-AR11 
Contents 

Part Number Description 

EK-OAR11-OP AR11 USERS GUIDE 
MP-AR11-00 AR11 MAINTENANCE 
PRINTS 


Kit Name BA11-A DOCUMENTS 

Kit Number FB-BA11-A 

Contents 


Part Number 

Description 

EK-BA11A-IP 

BA11-A UNIT ASSEMBLY 
IPB 

EK-BA11A-TM 

BA11-A TECHNICAL 
MANUAL 

MP-00832-00 

BA11-A MAINTENANCE 
PRINTS 

Kit Name BA11-FD/-FE DOCUMENTS 

Kit Number FB-BA11-F 

Contents 


Part Number 

Description 

EK-BA11F-IP 

BA11--F MOUNTING BOX 
IPB 

MP-BA11-F 

BA11-F MAINTENANCE 
PRINTS 

Kit Name BA11-K DOCUMENTS 

Kit Number FB-BA11-K 

Contents 


Part Number 

Description 

EK-BA11K-IP 

BA11-K MOUNTING BOX 
IPB 

EK-BA11K-OP 

BA11-K MOUNTING BOX 
USERS MANUAL 

EK-BA11K-TM 

BA11-K TECHNICAL 
MANUAL 

M P-00311-00 

BA11-K MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name BA11-L DOCUMENTS 
Kit Number FB-BA11-L 
Contents 

Part Number Description 

EK-BA11L-IP BA11-L MOUNTING BOX 

IPB 

EK-BA11L-TM BA11-L TECHNICAL 
MANUAL 

MP-00018-00 BA11-L MAINTENANCE 
PRINTS 


Kit Name BA11-R DOCUMENTS 
Kit Number FB-BA11-R 
Contents 

Part Number Description 

MP-00589-00 BA11-R MAINTENANCE 
PRINTS 


Kit Name BA11-M DOCUMENTS 

Kit Number FB-BA11-M 

Contents 


Part Number 

Description 

EK-BA11M-IP 

BA11-M MOUNTING BOX 
IPB 

MP-BA11-M 

BA11-M MAINTENANCE 
PRINTS 

Kit Name BA11-N DOCUMENTS 

Kit Number FB-BA11-N 

Contents 


Part Number 

Description 

EK-BA1 IN-IP 

BA11-N MOUNTING BOX 
IPB 

EK-BA11N-TM 

BA11-N MOUNTING BOX 
TECH MAN 

EK-BA11N-UG 

BA11-N MOUNTING BOX 
USR MAN 

MP-00487-00 

BA11-N MAINTENANCE 
PRINTS 

Kit Name BA11-P DOCUMENTS 

Kit Number FB-BA11-P 

Contents 


Part Number 

Description 

EK-BA1 IP-IP 

BA11-P UNIT ASSEMBLY 
IPB 

M P-00410-00 

BA11-P MAINTENANCE 
PRINTS 


Kit Name BA11-U DOCUMENTS 

Kit Number FB-BA11-U 

Contents 


Part Number 

Description 

EK-BA11U-IP 

BA11-U MOUNTING BOX 
IPB 

M P-00361-00 

BA11-U MAINTENANCE 
PRINTS 

Kit Name BA11-V DOCUMENTS 

Kit Number FB-BA11-V 

Contents 


Part Number 

Description 

EK-BA11V-IP 

BA11-V BOX ASSEMBLY 
IPB 

EK-BA11V-RG 

BA11-VA 

CONFIGURATION GDE 

M P-00840-00 

BA11-V-MAINTENANCE 
PRINTS 

Kit Name BDV11 DOCUMENTS 

Kit Number FB-BDV11 

Contents 


Part Number 

Description 

EK-BDV11-TM 

BDV11 TECHNICAL 
MANUAL 

M P-00489-00 

BDV11-A MAINTENANCE 
PRINTS 

Kit Name BM873-YB DOCUMENTS 

Kit Number FB-BM873-YB 

Contents 


Part Number 

Description 

EK-BM873-TM 

BM873 

RESTART/LOADER 

MANUAL 

MP-BM873-00 

BM873 MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name DB11-A DOCUMENTS 
Kit Number FB-DB11-A 
Contents 

Part Number Description 

EK-DB11A-TM DB11-A BUS REPEATER 
MANUAL 

MP-DB11-A DB11-A MAINTENANCE 

PRINTS 


Kit Name DD11-A DOCUMENTS 
Kit Number FB-DD11-A 
Contents 

Part Number Description 

MP-DD11-A DD11-A MAINTENANCE 

PRINTS 


Kit Name DD11-B DOCUMENTS 
Kit Number FB-DD11-B 
Contents 

Part Number Description 

MP-DD11-B DD11-B MAINTENANCE 

PRINTS 


Kit Name DD11-C DOCUMENTS 
Kit Number FB-DD11-C 
Contents 

Part Number Description 

MP-DD11-C DD11-C MAINTENANCE 

PRINTS 


Kit Name DD11-D DOCUMENTS 
Kit Number FB-DD11-D 
Contents 

Part Number Description 

MP-0DD11-DO DD11-D MAINTENANCE 
PRINTS 


Kit Name DD11-K DOCUMENTS 
Kit Number FB-DD11-K 
Contents 

Part Number Description 

MP-00276-00 DD11-K MAINTENANCE 
PRINTS 


Kit Name DD11-P DOCUMENTS 
Kit Number FB-DD11-P 
Contents 

Part Number Description 

MP-ODD11-P DD11-P MAINTENANCE 

PRINTS 


Kit Name DF02 DOCUMENTS 

Kit Number FB-DF02 

Contents 


Part Number 

Description 

EK-ODF02-IP 

DF02 MODEM UNIT 
ASSEMBLY IPB 

EK-ODF02-PS 

DF02 MODEM POCKET 
SERVICE GUIDE 

EK-ODF02-UG 

DF02 USER GUIDE 

Kit Name DF03 DOCUMENTS 

Kit Number FB-DF03 

Contents 


Part Number 

Description 

EK-ODF03-IP 

DF03 ILLUSTRATED 
PARTS BREAKDOWN 

EK-ODF03-PS 

DF03 MODEM POCKET 
SERVICE GUIDE 

EK-ODF03-UG 

DF03 MODEM USERS 
GUIDE 

Kit Name DH11 DOCUMENTS 

Kit Number FB-DH11 

Contents 


Part Number 

Description 

EK-ODH11-MM 

DH11 MAINTENANCE 
MANUAL 

EK-ODH 11-OP 

DH11 MUX USER 

MANUAL 

MP-DH11-00 

DH11 MAINTENANCE 
PRINTS 


Kit Name DK8-EF DOCUMENTS 

Kit Number FB-DK8-EF 
Contents 

Part Number Description 

MP-DK8-EF DK8-EF MAINTENANCE 

PRINTS 
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OPTION LEVEL KITS 


Kit Name DK8-EP DOCUMENTS 
Kit Number FB-DK8-EP 
Contents 

Part Number Description 

MP-DK8-EP DK8-EP MAINTENANCE 

PRINTS 


Kit Name DK8-ES DOCUMENTS 

Kit Number FB-DK8-ES 

Contents 


Part Number 

Description 

MP-DK8-ES 

DK8-ES MAINTENANCE 
PRINTS 

Kit Name DKC8-AA DOCUMENTS 

Kit Number FB-DKC8-AA 

Contents 


Part Number 

Description 

MP-DKC8-A 

DKC8-A MAINTENANCE 
PRINTS 

Kit Name DL11-W DOCUMENTS 

Kit Number FB-DL11-W 

Contents 


Part Number 

Description 

EK-DL11-W-MM 

DL11-W MAINTENANCE 
MANUAL 

EK-DL11W-0P 

DL11-W OPERATORS 
MANUAL 

M P-00106-00 

DL11-W MAINTENANCE 
PRINTS 

Kit Name DLV11-E DOCUMENTS 

Kit Number FB-DLV11-E 

Contents 


Part Number 

Description 

EK-DLV11-OP 

DLV11-E/F USERS 
MANUAL 

M P-00460-00 

DLV11-E MAINTENANCE 
PRINTS 


Kit Name DLV11-F DOCUMENTS 
Kit Number FB-DLV11-F 
Contents 

Part Number Description 

EK-DLV11-OP DLV11-E/F USERS 

MANUAL 

MP-00461-00 DLV11-F MAINTENANCE 

PRINTS 


Kit Name DLV11-J DOCUMENTS 

Kit Number FB-DLV11-J 

Contents 


Part Number 

Description 

EK-DLV1J-UG 

DLV11-J USER GUIDE 

M P-00586-00 

DLV11-J MAINTENANCE 
PRINTS 

Kit Name DLV11-K DOCUMENTS 

Kit Number FB-DLV11-K 

Contents 


Part Number 

Description 

EK-DLVKA-IN 

DLV11-KA 

INSTALLATION MANUAL 

M P-00694-00 

DLV11-KA 

MAINTENANCE PRINTS 

Kit Name DM11-A DOCUMENTS 

Kit Number FB-DM11-A 

Contents 


Part Number 

Description 

EK-DM11A-OP 

DM11 USER MANUAL 

EK-DM11A-TM 

DM11 TECHNICAL 
MANUAL 

MP-DM11-00 

DM11 MAINTENANCE 
PRINTS 

Kit Name DM11-B DOUCMENTS 

Kit Number FB-DM11-B 

Contents 


Part Number 

Description 

EK-DM11B-OP 

DM11-BB USER 

MANUAL 

EK-DM11B-TM 

DM11-BB TECHNICAL 
MANUAL 

MP-DM11-B 

DM11-BB 

MAINTENANCE PRINTS 
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OPTION LEVEL KITS 


Kit Name DM11-D DOCUMENTS 

Kit Number FB-DM11-D 
Contents 


Part Number 

Description 

EK-DM11A-OP 

DM11 USER MANUAL 

EK-DM11A-TM 

DM11 TECHNICAL 
MANUAL 

MP-DM11-00 

DM11 MAINTENANCE 
PRINTS 


Kit Name DMC11 DOCUMENTS 

Kit Number FB-DMC11 


Contents 


Part Number 

Description 

EK-DMCLU-MM 

DMC11 MAINTENANCE 
MANUAL 

EK-DMCLU-OP 

DMC11 USER MANUAL 

EK-DMCMP-OP 

DMC11 USER MANUAL 

EK-DMCMP-OP 

DMC11 TECHNICAL 
MANUAL 

M P-00076-00 

DMC11 MAINTENANCE 
PRINTS 


Kit Name DN11 DOCUMENTS 

Kit Number FB-DN11 

Contents 


Part Number 

Description 

EK-ODN 11-OP 

DN11 USER MANUAL 

EK-ODN11-TM 

DN11 TECHNICAL 
MANUAL 

MP-DN11-00 

DN11 MAINTENANCE 
PRINTS 


Kit Name 

DPV11 DOCUMENTS 

Kit Number 

Contents 

FB-DPV11 

Part Number Description 

M P-00919 

DPV11 MAINTENANCE 
PRINTS 


Kit Name DQ11 DOCUMENTS 

Kit Number FB-DQ11 
Contents 


Part Number 

EK-ODQ11-MM 

EK-ODQ11-OP 
MP-DQ11-00 


Description 

DQ11 MAINTENANCE 
MANUAL 

DQ11 USERS MANUAL 
DQ11 MAINTENANCE 
PRINTS 


Kit Name DR11-B DOCUMENTS 

Kit Number FB-DR11-B 

Contents 


Part Number 

Description 

EK-DR11B-OP 

DR11-B/DA11-B USER 
MANUAL 

EK-DR11B-TM 

DR11-B/DA11-B 
TECHNICAL MANUAL 

MP-DR11-B 

DR11-B MAINTENANCE 
PRINTS 


Kit Name DR11-C DOCUMENTS 
Kit Number FB-DR11-C 


Contents 


Part Number 

Description 

EK-DR11C-OP 

DR11-C USER MANUAL 

EK-DR11C-TM 

DR11-C TECHNICAL 
MANUAL 

MP-DR11-C 

DR11-C MAINTENANCE 
PRINTS 


Kit Name DR11-K DOCUMENTS 
Kit Number FB-DR11-K 


Contents 

Part Number 

Description 

EK-DR11K-MM 

DR11-K USER AND 

MP-DR11-K 

MAINTENANCE MANUAL 
DR11-K MAINTENANCE 


PRINTS 

















OPTION LEVEL KITS 


Kit Name DR11-L DOCUMENTS 
Kit Number FB-DR11-L 
Contents 

Part Number Description 

EK-DR11L-OP DR11-L/M USER 
MANUAL 

MP-00003-00 DR11-L MAINTENANCE 

PRINTS 


Kit Name DR11-M DOCUMENTS 
Kit Number FB-DR11-M 
Contents 

Part Number Description 

EK-DR11L-OP DR11-L/M USER 
MANUAL 

MP-00004-00 DR11-M MAINTENANCE 

PRINTS 


Kit Name DR11-W DOCUMENTS 
Kit Number FB-DR11-W 
Contents 

Part Number Description 

EK-DR11W-UG DR11-W USERS GUIDE 
MP-00693 DR11-W MAINTENANCE 

PRINTS 


Kit Name DRS11 DOCUMENTS 

Kit Number FB-DRS11 
Contents 

Part Number Description 

MP-00175-00 DRS11 MAINTENANCE 

PRINTS 


Kit Name DRV11 DOCUMENTS 

Kit Number FB-DRV11 
Contents 

Part Number Description 

EK-ADV11-OP ADV11-A.KWV11- 
A.DRV11.AAV11-A 
USER MANUAL 

M P-00054-00 DRV11 MAINTENANCE 

PRINTS 


Kit Name DRV11-B DOCUMENTS 
Kit Number FB-DRV11-B 


Contents 

Part Number 

EK-DRV1B-OP 
MP-00160-00 

Description 

DRV11-B USER MANUAL 
DRV11-B MAINTENANCE 
PRINTS 

Kit Name 

DRV11-J DOCUMENTS 

Kit Number 

FB-DRV11-J 

Contents 



Part Number 

Description 

EK-DRV1J-UG 

DRV11-J USER MANUAL 

M P-00866-00 

DRV11-J MAINTENANCE 



PRINTS 


Kit Name DRV11-P DOCUMENTS 
Kit Number FB-DRV11-P 


Contents 

Part Number 

EK-DRV11-OP 
MP-00119-00 

Description 

DRV11-P USER MANUAL 
DRV11-P MAINTENANCE 
PRINTS 

Kit Name 

DSS11 DOCUMENTS 

Kit Number 

FB-DSS11 

Contents 



Part Number 

Description 

MP-00174-00 

DSS11 MAINTENANCE 



PRINTS 


Kit Name DU11 DOCUMENTS 


Kit Number FB-DU11 

Contents 

Part Number 

Description 

EK-ODU11-MM 

DU11 MAINT MANUAL 

EK-ODU11-OP 

DU11 USERS MANUAL 

MP-ODUII-OO 

DU11 MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name DUP11-DA DOCUMENTS 
Kit Number FB-DUP11-D 
Contents 


Kit Name DW780 DOCUMENTATION 

Kit Number FB-DW780 
Contents 


Part Number 

Description 

Part Number 

Description 

EK-DUP11-MM 

DUP11 MAINTENANCE 

EK-DW780-TD 

VAX-11/780 DW780 


MANUAL 


TECHNICAL DESC 

EK-DUP11-OP 

DUP11 USERS MANUAL 

M P-00497-00 

DW780 MAINTENANCE 

MP-DUP11-00 

DUP11 MAINTENANCE 
PRINTS 


PRINTS 






Kit Name DZ11-A/B/E DOCUMENTS 

Kit Name DUV11 DOCUMENTS 

Kit Number FB-DZ11-A 

Kit Number FB-DUV11 

Contents 


Contents 


Part Number 

Description 

Part Number 

Description 

EK-DZ110-TM 

DZ11 TECHNICAL 

EK-DUV11-OP 

DUV11 USER MANUAL 


MANUAL 

EK-DUV11-TM 

DUV11 TECHNICAL 

EK-DZ110-UG 

DZ11 USERS GUIDE 


MANUAL 

EK-ODZ11-MM 

DZ11 MAINTENANCE 

MP-00297-00 

DUV11-D MAINTENANCE 
PRINTS 

MP-00132-00 

MANUAL 

DZ11-A/B/E 
MAINTENANCE PRINTS 




Kit Name DV11 DOCUMENTS 



Kit Number FB-DV11 

Kit Name DZ11-C/D/F DOCUMENTS 

Contents 


Kit Number FB-DZ11-C 

Par: Number 

Description 

Contents 


EK-ODV11-MM 

DV11 MAINTENANCE 

Part Number 

Description 


MANUAL 

EK-DZ110-TM 

DZ11 TECHNICAL 

EK-ODV11-OP 

DV11 USER MANUAL 


MANUAL 

MP-DV11-00 

DV11 MAINTENANCE 

EK-DZ110-UG 

DZ11 USERS GUIDE 


PRINTS 

EK-ODZ11-MM 

DZ11 MAINTENANCE 
MANUAL 



M P-00253-00 

DZ11-C/D/F 

Kit Name DW08-A DOCUMENTS 

Kit Number FB-DW08-A 


MAINTENANCE PRINTS 

Contents 




Part Number 

Description 

Kit Name DZ32 DOCUMENTS 

MP-DW08-A 

DW08-A MAINTENANCE 

Kit Number FB-DZ32 


PRINTS 

Contents 

Part Number 

Description 





EK-ODZ32-UG 

DZ32 USERS GUIDE 

Kit Name DW08-B DOCUMENTS 

EK-ODZ32-TM 

DZ32 TECHNICAL 

Kit Number FB-DW08-B 


MANUAL 

Contents 




Part Number 

Description 



MP-DW08-B 

DW08-B MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name DZV11 DOCUMENTS 

Kit Number FB-DZV11 
Contents 


Part Number 

Description 

EK-DZV11-TM 

DZV11 ASYNCH MULTI 
TECH MANUAL 

EK-DZV11-UG 

DZV11 ASYNCH 
MULTIPLEXOR GDE & 
AD 

M P-00462-00 

DZV11 MAINTENANCE 
PRINTS 


Kit Name FP11-A DOCUMENTS 

Kit Number FB-FP11-A 

Contents 


Part Number 

Description 

EK-FP11A-TM 

FP11-A TECHNICAL 
MANUAL 

EK-FP11A-UC 

FP11-A USER GUIDE 

M P-00189-00 

FP11-A MAINTENANCE 
PRINTS 

Kit Name FP11-B DOCUMENTS 

Kit Number FB-FP11-B 

Contents 


Part Number 

Description 

EK-OFP11-MM 

FP11-B MAINTENANCE 
MANUAL 

MP-FP11-B 

FP11-B MAINTENANCE 
PRINTS 

Kit Name FP11-C DOCUMENTS 

Kit Number FB-FP11-C 

Contents 


Part Number 

Description 

EK-FP11C-MM 

FP11-C MAINTENANCE 
MANUAL 

EK-FP11-C-OP 

FP11-C USER MANUAL 

M P-00038-00 

FP-11C MAINTENANCE 
PRINTS 


Kit Name FP11-EA DOCUMENTS 
Kit Number FB-FP11-EA 
Contents 


Part Number 

EK-FP11E-TM 

EK-FP11E-UG 

M P-00429-00 

Description 

FP11-E TECHNICAL 
MANUAL 

FP11-E USERS GUIDE 
FP11-E MAINTENANCE 
PRINTS 

Kit Name FP11-F DOCUMENTS 

Kit Number FB-FP11-F 

Contents 


Part Number 

Description 

M P-00810-00 

FP11-F MAINTENANCE 


PRINTS 

Kit Name FP780 DOCUMENTS 

Kit Number FB-FP780 

Contents 


Part Number 

Description 

EK-FP780-TD 

FP780 TECHNICAL 


DESCRIPTION 

M P-00565-00 

FP780 MAINTENANCE 


PRINTS 

Kit Name FPF11 DOCUMENTS 

Kit Number FB-FPF11 

Contents 


Part Number 

Description 

EK-FPF11-TM 

FPF11 TECHNICAL 


MANUAL 

Kit Name FPP8-A DOCUMENTS 

Kit Number FB-FPP8-A 

Contents 


Part Number 

Description 

EK-FPP8A-MM 

FPP8-A MAINTENANCE 


MANUAL 

EK-FPP8A-OP 

FPP8-A USER MANUAL 
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OPTION LEVEL KITS 


Kit Name FPP8-E DOCUMENTS 
Kit Number FB-FPP8-E 
Contents 


Kit Name H7422 DOCUMENTS 
Kit Number FB-H7422 
Contents 


Part Number 

EK-FPP8A-MM 

EK-FPP8A-OP 

EK-H9300-IP 

M P-00341-00 


Description 

FPP8-A MAINTENANCE 
MANUAL 

FPP8-A USER MANUAL 
H9300 CHASSIS 
ASSEMBLY IPB 
FPP8-E MAINTENANCE 
PRINTS 


Kit Name H312 DOCUMENTS 
Kit Number FB-H312 
Contents 

Part Number Description 

MP-H312-A H312-A MAINTENANCE 

PRINTS 


Kit Name H319 DOCUMENTS 
Kit Number FB-H319 
Contents 

Part Number Description 

MP-H319-00 H319 MAINTENANCE 

PRINTS 


Kit Name H7100 DOCUMENTS 
Kit Number FB-H7100 
Contents 

Part Number Description 

MP-00480-00 H7100 MAINTENANCE 

PRINTS 


Kit Name H7104 DOCUMENTS 
Kit Number FB-H7104 
Contents 

Part Number Description 

EK-PS750-TD H7104 TECHNICAL 

DESCRIPTION 


Part Number 

Description 

EK-H7422-IP 

H7422 IPB 

M P-00717 

H7422 MAINTENANCE 


PRINTS 


Kit Name H745 DOCUMENTS 

Kit Number FB-H745 

Contents 


Part Number 

Description 

EK-OH745-IP 

H745 REGULATOR IPB 

MP-H745-00 

H745 MAINTENANCE 
PRINTS 


Kit Name H754 DOCUMENTS 

Kit Number FB-H754 

Contents 


Part Number 

Description 

EK-OH754-IP 

H754 REGULATOR IPB 

MP-H754-00 

H754 MAINTENANCE 
PRINTS 

Kit Name H765 DOCUMENTS 

Kit Number FB-H765 

Contents 


Part Number 

Description 

EK-OH765-IP 

H765 POWER SUPPLY 

IPB 

MP-H765-00 

H765 MAINTENANCE 
PRINTS 

Kit Name H766 DOCUMENTS 

Kit Number FB-H766 

Contents 


Part Number 

Description 

EK-OH766-IP 

H766 IPB 






















OPTION LEVEL KITS 


Kit Name H775 DOCUMENTS 
Kit Number FB-H775 
Contents 

Part Number Description 

EK-OH775-IP H775 BATTERY BACK¬ 
UP IPB 

MP-00014-00 H775 MAINTENANCE 

PRINTS 


Kit Name H950 DOCUMENTS 
Kit Number FB-H950 
Contents 

Part Number Description 

MP-H950-00 H950 MAINTENANCE 

PRINTS 


Kit Name H9500 DOCUMENTS 
Kit Number FB-H9500 
Contents 

Part Number Description 

MP-00058-00 H9500 MAINTENANCE 

PRINTS 


Kit Name H9501 DOCUMENTS 
Kit Number FB-H9501 
Contents 

Part Number Description 

M P-00059-00 H9501 MAINTENANCE 

PRINTS 


Kit Name H9506 DOCUMENTS 
Kit Number FB-H9506 
Contents 

Part Number Description 

MP-00079 H9506 MAINTENANCE 

PRINTS 


Kit Name H9610 DOCUMENTS 
Kit Number FB-H9610 
Contents 

Part Number Description 

MP-H9610-00 H9610-00 

MAINTENANCE PRINTS 


Kit Name H960-D DOCUMENTS 
Kit Number FB-H960-D 
Contents 

Part Number Description 

MP-H960-D H960-D MAINTENANCE 

PRINTS 


Kit Name H9600 DOCUMENTS 

Kit Number FB-H9600 

Contents 


Part Number 

Description 

M P-00660-00 

H9600 MAINTENANCE 
PRINTS 

Kit Name H9602-C DOCUMENTS 

Kit Number FB-H9602-C 

Contents 


Part Number 

Description 

MP-00335-00 

H9602-C MAINTENANCE 
PRINTS 

Kit Name H9612 DOCUMENTS 

Kit Number FB-H9612 

Contents 


Part Number 

Description 

MP-H9612-00 

H9612 MAINTENANCE 
PRINTS 

Kit Name H9642 DOCUMENTS 

Kit Number FB-H9642 

Contents 


Part Number 

Description 

M P-00779-00 

H9642-B MAINTENANCE 
PRINTS 

Kit Name IB11 DOCUMENTS 

Kit Number FB-IB11 

Contents 


Part Number 

Description 

EK-IB11A-IN 

IB11 INSTALLATION 
MANUAL 

M P-00620-00 

IB11 MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name IBV11 DOCUMENTS 

Kit Name VAX-11/780 CPU AND 

Kit Number FB-IBV11 

SYSTEM DOCUMENTS 

Contents 


Kit Number FB-KA780 

Part Number 

Description 

Contents 


EK-IBV11-UG 

IBV11-A USER MANUAL 

Part Number 

Description 

MP-00274-00 

IBV11-A MAINTENANCE 

EB-17281-20 

VAX HARDWARE 


PRINTS 


HANDBOOK 1980-81 



EB-19580-20 

VAX-11 ARCHITECTURE 




HANDBOOK 

Kit Name KA8-E DOCUMENTS 

EK-11780-UG 

VAX-11/780 HDW USERS 

Kit Number FB-KA8-E 


GUIDE 

Contents 


EK-DS780-TD 

VAX-11/780 TECHNICAL 

Part Number 

Description 


DESCRIPTION 

MP-KA8-E 

KA8-E MAINTENANCE 

EK-DS780-UG 

VAX-11/780 DIAG 


PRINTS 


SYSTEM USERS GUIDE 



EK-KA780-TD 

VAX-11/780 KA780 




PROC TECH 

Kit Name VAX-11 /750 (KA750) 

EK-MM780-TD 

VAX-11/780 

CPU/SYS DOCUMENTS 


BUFFER,CACHE,SBI 

Kit Number FB-KA750 

EK-PS780-TD 

VAX-11/780 POWER 

Contents 



SYSTEM TECH DESC 

Part Number 

Description 

EK-SI780-IN 

VAX-11/780 SYSTEM 

EB-17281-20 

VAX HARDWARE 


INSTL MANUAL 


HANDBOOK 1980-81 

M P-00539-00 

11/780 MAINTENANCE 

EK-1VAXD-TM 

VAX DIAGNOSTIC 


PRINTS 


DESIGN GUIDE 


EK-UI750-TD 

VAX-11/750 TECHNICAL 
DESCRIPTION 

Kit Name KC750 DOCUMENTS 

EK-VXD75-UG 

VAX-11/750 DIAG 

SYSTEM OVERVIEW 

Kit Number FB-KC750 

Contents 

M P-00838-00 

MP-01024-00 

11/750 MAINTENANCE 
PRINTS 

VAX-11/750 

MAINTENANCE PRINTS 

Part Number 

EK-KC750-IN 

EK-KC750-TM 

Description 

KC750 INSTALLATION 
GUIDE 

KC750 TECHNICAL 
MANUAL 


EK-KC750-UG 

KC750 USERS GUIDE 

Kit Name KC780 DOCUMENTS 

Kit Number FB-KC780 

Contents 


Part Number 

Description 

EK-KC780-IN 

KC780 HDW INSTL 

EK-KC780-TD 

VAX-11/780 CNSL INTFC 
TECH DE 

EK-KC780-UG 

KC780 OPTION USR GDE 

M P-00534-00 

KC780 MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name KC8-AA DOCUMENTS 
Kit Number FB-KC8-AA 


Contents 


Part Number 

Description 

EK-OKC8A-IP 

KC8-A CONSOLE IPB 

MP-KC8-A 

KC8-A MAINTENANCE 
PRINTS 


Kit Name KC8-E DOCUMENTS 

Kit Number FB-KC8-E 

Contents 


Part Number 

Description 

EK-KC8EA-IP 

KC8-E/A/EC CONSOLE 
IPB 

MP-KC8-E 

KC8-E MAINTENANCE 
PRINTS 


Kit Name KD11-F (LSI-11) 

DOCUMENTS 

Kit Number FB-KD11-F 

Contents 


Part Number 

Description 

EB-18451-20 

MICROCOMPUTER & 
MEMORIES HNDBK 

EB-20175-20 

MICROCOMPUTER 
INTERFACES HNDBK 

M P-00049-00 

KD11-F MAINTENANCE 
PRINTS 

The following 

documents may be 

applicable to your system, however due to 
their specific nature, they are not included 
in this Kit. If you wish to purchase any of 
these items, use the Part Number and 
description provided. 

EK-01103-IP 

11/03 ILLUSTRATED 
PARTS BREAKDOWN 

EK-1103J-IP 

11/03J ILLUSTRATED 
PARTS BREAKDOWN 

EK-1103L-IP 

11/03L ILLUSTRATED 
PARTS BREAKDOWN 


Kit Name KD11-HA (LSI-11/2) 
DOCUMENTS 
Kit Number FB-KD11-HA 
Contents 


Part Number 

EB-18451-20 

EB-20175-20 
M P-00495-00 


Description 

MICROCOMPUTER & 
MEMORIES HNDBK 
MICROCOMPUTER 
INTERFACES HNDBK 
KD11-HA MAINTENANCE 
PRINTS 


The following documents may be 
applicable to your system, however due to 
their specific nature, they are not included 
in this Kit. If you wish to purchase any of 
these items, use the Part Number and 
description provided. 


EK-01103-IP 11/03 ILLUSTRATED 

PARTS BREAKDOWN 
EK-1103J-IP 11/03J ILLUSTRATED 

PARTS BREAKDOWN 
EK-1103L-IP 11/03L ILLUSTRATED 

PARTS BREAKDOWN 


Kit Name KE11-A DOCUMENTS 

Kit Number FB-KE11-A 

Contents 


Part Number 

Description 

EK-KE11A-OP 

KE11-A USER MANUAL 

EK-KE11A-TM 

KE11-A TECHNICAL 
MANUAL 

MP-KE11-A 

KE11-A MAINTENANCE 
PRINTS 


Kit Name KE11-B DOCUMENTS 

Kit Number FB-KE11-B 

Contents 


Part Number 

Description 

EK-KE11B-MM 

KE11-B MAINTENANCE 
MANUAL 

EK-KE11B-OP 

KE11-B USER MANUAL 

MP-KE11-B 

KE11-B MAINTENANCE 


PRINTS 
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OPTION LEVEL KITS 


Kit Name KE11-E DOCUMENTS 
Kit Number FB-KE11-E 
Contents 


Part Number 

Description 

EK-KE11E-OP 

KE11-E/F USER 
MANUAL 

EK-KE11E-TM 

KE11-E/F TECHNICAL 
MANUAL 

MP-KE11-B 

KE11-E MAINTENANCE 
PRINTS 


Kit Name KE11-F DOCUMENTS 

Kit Number FB-KE11-F 

Contents 


Part Number 

Description 

EK-KE11E-OP 

KE11-E/F USER 
MANUAL 

EK-KE11E-TM 

KE11-E/F TECHNICAL 
MANUAL 

MP-KE11-F 

KE11-F MAINTENANCE 
PRINTS 


Kit Name KE44-A DOCUMENTS 

Kit Number FB-KE44-A 

Contents 


Part Number 

Description 

EK-KE44A-UG 

KE44-A CISP USER 
GUIDE 

M P-00813-00 

KE44-A MAINTENANCE 
PRINTS 


Kit Name 

KE8-E DOCUMENTS 

Kit Number 

FB-KE8-E 

Contents 



Part Number 

Description 

MP-KE8-E 


KE8-E MAINTENANCE 
PRINTS 

Kit Name 

KEV11 DOCUMENTS 

Kit Number 

FB-KEV11 

Contents 



Part Number 

Description 

EK-KEV11-IP 

KEV11 INSTALLATION 



PROCEDURES 

MP-KEV11-00 

KEV11 MAINTENANCE 



PRINTS 


Kit Name KG11-A DOCUMENTS 
Kit Number FB-KG11-A 
Contents 


Part Number 

EK-KG11A-OP 

EK-KG11A-TM 

MP-KG11-A 


Description 

KG11-A USER MANUAL 
KG11-A TECHNICAL 
MANUAL 

KG11-A MAINTENANCE 
PRINTS 


Kit Name KG8-EA DOCUMENTS 
Kit Number FB-KG8-EA 
Contents 

Part Number Description 

MP-KG8-E KG8-E MAINTENANCE 

PRINTS 


Kit Name KJ11-A DOCUMENTS 
Kit Number FB-KJ11-A 
Contents 

Part Number Description 

MP-KJ11-A KJ11-A MAINTENANCE 

PRINTS 


Kit Name KK11-B DOCUMENTS 
Kit Number FB-KK11-B 
Contents 

Part Number Description 

MP-00811-00 KK11-B MAINTENANCE 

PRINTS 


Kit Name KM8-AA DOCUMENTS 
Kit Number FB-KM8-AA 
Contents 

Part Number Description 

MP-KM8-A KM8-A MAINTENANCE 

PRINTS 


Kit Name KM8-E DOCUMENTS 

Kit Number FB-KM8-E 
Contents 

Part Number Description 

MP-KM8-E KM8-E MAINTENANCE 

PRINTS 
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OPTION LEVEL KITS 


■ai 


Kit Name KP8-E DOCUMENTS 

Kit Number FB-KP8-E 
Contents 

Part Number Description 

MP-KP8-E KP8-E MAINTENANCE 

PRINTS 


Kit Name KPV11 DOCUMENTS 

Kit Number FB-KPV11 

Contents 


Part Number 

Description 

M P-00356-00 

KPV11 MAINTENANCE 
PRINTS 

Kit Name KT11-C DOCUMENTS 

Kit Number FB-KT11-C 

Contents 


Part Number 

Description 

EK-KT11C-MM 

KT11-C/CD 

MAINTENANCE MANUAL 

EK-KT11C-OP 

KT11-C/CD USER 
MANUAL 

MP-KT11-C 

KT11-C MAINTENANCE 
PRINTS 

Kit Name KT11-D DOCUMENTS 

Kit Number FB-KT11-D 

Contents 


Part Number 

Description 

EK-KT1 ID-IN 

KT11-D INSTALLATION 
MANUAL 

EK-KT1 ID-OP 

KT11-D USER MANUAL 

EK-KT11D-TM 

KT11-D TECHNICAL 
MANUAL 

MP-KT11-D 

KT11-D MAINTENANCE 
PRINTS 

Kit Name KW11-K DOCUMENTS 

Kit Number FB-KW11-K 

Contents 


Part Number 

Description 

EK-KW11-OP 

KW11-K USER MANUAL 

M P-00048-00 

KW11-K MAINTENANCE 
PRINTS 


Kit Name KW11-L DOCUMENTS 
Kit Number FB-KW11-L 
Contents 

Part Number Description 

EK-KW11L-TM KW11-L TECHNICAL 
MANUAL 

MP-KW11-L KW11-L MAINTENANCE 

PRINTS 


Kit Name KW11-P DOCUMENTS 

Kit Number FB-KW11-P 

Contents 


Part Number 

Description 

EK-KW11P-MM 

KW11-P MAINTENANCE 
MANUAL 

EK-KW1 IP-OP 

KW11-P USER MANUAL 

MP-KW11-P 

KW11-P MAINTENANCE 
PRINTS 


Kit Name KW11-W DOCUMENTS 

Kit Number FB-KW11-W 

Contents 


Part Number 

Description 

EK-KW11W-TM 

KW11-W TECHNICAL 
MANUAL 

MP-KW11-W 

KW11-W MAINTENANCE 
PRINTS 


Kit Name KWV11-A DOCUMENTS 
Kit Number FB-KWV11-A 
Contents 

Part Number Description 

EK-ADV11-OP ADV11-A, KWV11-A, 

DRV11, AAV 11-A 
OPERATORS MANUAL 
M P-00200-00 KWV11-A 

MAINTENANCE PRINTS 


Kit Name KY11-C DOCUMENTS 
Kit Number FB-KY11-C 
Contents 

Part Number Description 

EK-KY11C-TD KYI 1-C TECHNICAL 
MANUAL 

MP-KY11-C DY11-C MAINTENANCE 

PRINTS 
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OPTION LEVEL KITS 


Kit Name KY11-LA DOCUMENTS 
Kit Number FB-KY11-LA 
Contents 

Part Number Description 

EK-KY11L-IP KYI 1-L CONSOLE IPB 

MP-00017-00 KY I 1-LA MAINTENANCE 

PRINTS 


Kit Name KYI 1-LB DOCUMENTS 

Kit Number FB-KY11-LB 

Contents 


Part Number 

Description 

EK-KY11L-IP 

KYI 1-L CONSOLE IPB 

EK-KY1LB-MM 

KYI 1-LB MAINTENANCE 
MANUAL 

M P-00015-00 

KYI 1-LB MAINTENANCE 
PRINTS 


Kit Name KY11-P DOCUMENTS 
Kit Number FB-KY11-P 


Contents 

Part Number 

EK-KY1 IP-IP 
MP-KY11-P 

Description 

KY11-P CONSOLE IPB 
KY11-P MAINTENANCE 
PRINTS 

Kit Name LA120 DOCUMENTS 

Kit Number FB-LA120 

Contents 

Part Number 

Description 

EB-20752-20 

TERMINALS & COMM 
HANDBOOK 

EK-LA120-IP 

LA 120 DECWRITER III 

IPB 

EK-LA120-RG 

LA 120 OPERATOR REF 
CARD 

EK-LA120-SV 

LA 120 POCKET SV 

GUIDE 

EK-LA120-TM 

LA 120 TECHNICAL 
MANUAL 

EK-LA120-UG 

LA 120 USERS GUIDE 

M P-00663-00 

LA 120 MAINTENANCE 
PRINTS 


Kit Name LA120-RA DOCUMENTS 
Kit Number FB-LA120-RA 


Contents 

Part Number 

EK-LA2RA-IP 

EK-LA2RA-UG 

MP-01046-00 

Description 

LA120-RA IPB 

LA120-RA USERS GUIDE 
LA120-RA 

MAINTENANCE PRINTS 

Kit Name LA180 DOCUMENTS 

Kit Number FB-LA180 

Contents 


Part Number 

Description 

EK-LA180-IP 

LA 180 DECPRINTER 1 


IPB 

EK-LA180-MM 

LA 180 DECPRINTER 1 


MAINT MANUAL 

EK-LA180-OP 

LA 180 USER MANUAL 

MP-LA180-00 

LA 180 MAINTENANCE 


PRINTS 


Kit Name LA34 DOCUMENTS 

Kit Number FB-LA34 

Contents 

Part Number 

Description 

EB-20752-20 

TERMINALS & COMM 
HANDBOOK 

EK-OLA34-IP 

LA34 DECWRITER IV IPB 

EK-OLA34-RG 

LA34 REFERENCE CARD 

EK-OLA34-SV 

LA34 POCKET SV GUIDE 

EK-OLA34-UG 

LA34 USERS GUIDE 

M P-00695-00 

LA34 MAINTENANCE 
PRINTS 


Kit Name LA35 DOCUMENTS 

Kit Number FB-LA35 


Contents 


Part Number 

Description 

EK-LA356-J1 

LA35/36 MINI MAINT 

HDW GUIDE 

EK-LA365-OP 

LA35/36 USER MANUAL 

EK-OLA35-IP 

LA35 DECWRITER 1 IPB 

MP-LA35-00 

LA35 MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name LA36 DOCUMENTS Kit Name LK40 DOCUMENTS 

Kit Number FB-LA36 Kit Number FB-LK40 

Contents Contents 


Part Number 

EB-20752-20 

EK-1LA36-MM 

EK-2LA36-MM 

Description 

TERMINALS & COMM 
HANDBOOK 

LA36 BSC MACHINE 

MAINT MANUAL VI 

LA36 (OPT INFO) MAINT 
MANUAL V2 

LA35/36 MINI MAINT 
HARDWARE GUIDE 

LA35/36 DECWRITER II 
USER MANUAL 

LA36 DECWRITER II IPB 
LA36 MAINTENANCE 
PRINTS 

Part Number 

EK-LK40B-TM 

EK-OLK40-IP 

MP-LK40-00 

Description 

LK40 TECHNICAL 

MANUAL 

LK40IPB 

LK40 MAINTENANCE 
PRINTS 

EK-LA356-J1 

EK-LA365-OP 

EK-OLA36-IP 

MP-LA36-00 

Kit Name LP25 DOCUMENTS 

Kit Number FB-LP25 

Contents 

Part Number Description 

MP-00864-00 LP25 MAINTENANCE 

PRINTS 

Kit Name LA38 DOCUMENTS 

Kit Number FB-LA38 

Contents 

Part Number Description 

EB-20752-20 TERMINALS & COMM 

HANDBOOK 

EK-OLA34-IP LA34 DECWRITER IV IPB 

EK-OLA34-RG LA34 DECWRITER IV 

REFERENCE GUIDE 

pi/ r \i ao a o\/ i AOyi Dnrk'CT QCP\/ir.P 

Kit Name LPA11-K DOCUMENTS 

Kit Number FB-LPA11-K 

Contents 

Part Number Description 

EK-LPA11-IN LPA11-K INSTL & 

MAINTENANCE 

EK-LPA11-UG LPA11-K USER GUIDE 

MP-00479-00 LPA11-K MAINTENANCE 

PRINTS 

□X-ULftOt-OV 

EK-OLA34-UG 

M P-00754-00 

GUIDE 

LA34 DECWRITER IV 

USER GUIDE 

LA38-GA MAINTENANCE 
PRINTS 

Kit Name LPC01 DOCUMENTS 

Kit Number FB-LPC01 

Contents 

Part Number Description 

EK-LPC01-MM LPC01 MAINTENANCE 

Kit Name LAV11 DOCUMENTS 

Kit Number FB-LAV11 

MP-LPC01-00 

MANUAL 

LPC01 MAINTENANCE 
PRINTS 

i/Uiiieiiia 

Part Number 

EK-LAV11-OP 

M P-00466-00 

Description 

LAV11 USERS MANUAL 
LPV11-P MAINTENANCE 
PRINTS 

Kit Name LPD11-A DOCUMENTS 

Kit Number FB-LPD11-A 

Contents 

Part Number Description 



EK-LPD11-MM 

EK-LPD11-OP 

MP-LPD11-A 

LPD11 MAINT MANUAL 
LPD11 USER MANUAL 
LPD11-A MAINTENANCE 


PRINTS 
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OPTION LEVEL KITS 


Kit Name LPS11 DOCUMENTS 

Kit Number FB-LPS11 


Contents 


Part Number 

Description 

EK-LPS11-MM 

LPS11-S MAINTENANCE 
MANUAL 

EK-LPS11-OP 

LPS11 SYSTEM USER 
GUIDE 

MP-LPS11-S 

LPS11-S MAINTENANCE 
PRINTS 

Kit Name LS120 DOCUMENTS 

Kit Number FB-LS120 

Contents 


Part Number 

Description 

EK-L1218-PS 

LS120/LA180 POCKET 

SV GUIDE 

EK-LS120-IP 

LSI20 DECWRITER III 

IPB 

EK-LS 120-OP 

LSI20 OPERATORS 

GUIDE 

EK-LS120-TM 

LSI20 DECWRITER III 
TECH MANUAL 

EK-LS 120-UG 

LSI20 DECWRITER III 
USER GUIDE 

MP-00322-00 

LSI20 MAINTENANCE 
PRINTS 

Kit Name M7850 DOCUMENTS 

Kit Number FB-M7850 

Contents 


Part Number 

Description 

EK-M7850-MM 

M7850 MAINTENANCE 
MANUAL 

MP-M7850-00 

M7850 MAINTENANCE 
PRINTS 

Kit Name M9301 DOCUMENTS 

Kit Number FB-M9301 

Contents 


Part Number 

Description 

EK-M9301-TM 

M9301 BOOT 

TECHNICAL MANUAL 

M P-00196-00 

M9301 MAINTENANCE 
PRINTS 


Kit Name M9302 DOCUMENTS 
Kit Number FB-M9302 
Contents 

Part Number Description 

MP-M9302-00 M9302 MAINTENANCE 

PRINTS 


Kit Name M9312 DOCUMENTS 

Kit Number FB-M9312 

Contents 


Part Number 

Description 

EK-M9312-TM 

M9312 TECHNICAL 
MANUAL 

M P-00617-00 

M9312 MAINTENANCE 
PRINTS 


Kit Name MA780 DOCUMENTS 

Kit Number FB-MA780 


Contents 


Part Number 

Description 

EK-MA780-TD 

MA780 TECHNICAL 
DESCRIPTION 

M P-00826-00 

MA780 MAINTENANCE 
PRINTS 


Kit Name ME11-L DOCUMENTS 
Kit Number FB-ME11-L 


Contents 


Part Number 

Description 

EK-ME11L-OP 

ME11-L USER MANUAL 

EK-ME11L-OP 

ME11-L SYSTEM 

MANUAL 

MP-ME11-L 

ME11-L MAINTENANCE 
PRINTS 

Kit Name MF11-L DOCUMENTS 

Kit Number FB-MF11-L 

Contents 


Part Number 

Description 

EK-MM11S-OP 

MM11-S/L/OP USER 
MANUAL 

EK-MM11S-TM 

MM11-S/L/LP SYSTEM 
MANUAL 

MP-MF11-L 

MF11-L MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name MF11-LP DOCUMENTS 
Kit Number FB-MF11-LP 


Contents 

Part Number 

EK-MM11S-OP 

EK-MM11S-TM 

MP-MF11-LP 


Description 

MM11-S/L/OP USER 
MANUAL 

MM11-S/L/LP SYSTEM 
MANUAL 

MF11-LP MAINTENANCE 
PRINTS 


Kit Name MF11-U DOCUMENTS 

Kit Number FB-MF11-U DOCUMENTS 

Contents 


Part Number 

Description 

EK-MF11U-MM 

MF11-U/UP 

MAINTENANCE MANUAL 

MP-MF11-UP 

MF11-U/UP 

MAINTENANCE PRINTS 


Kit Name MF11-WP DOCUMENTS 
Kit Number FB-MF11-WP 


Contents 


Part Number 

Description 

EK-MF11W-MM 

MF11-W/WP 

MAINTENANCE MANUAL 

EK-MF11W-OP 

MF11-W/WP USER 
MANUAL 

M P-00034-00 

MF11-W/WP 
MAINTENANCE PRINTS 


Kit Name MF11S-K DOCUMENTS 


Kit Number FB-MF11S-K 

Contents 

Part Number 

Description 

M P-00310-00 

MF11-SK MAINTENANCE 
PRINTS 

M P-00325-00 

MS11-K MAINTENANCE 
PRINTS 


Kit Name MJ11 DOCUMENTS 

Kit Number FB-MJ11 


Description 


Contents 

Part Number 

EK-OMJ11-MM 

EK-OMJ 11-OP 
MP-MJ11-00 


MJ11 MAINTENANCE 
MANUAL 

MJ11 USER MANUAL 
MJ11 MAINTENANCE 
PRINTS 


Kit Name MK11 DOCUMENTS 

Kit Number FB-MK11 

Contents 


Part Number 

Description 

EK-OMK11-MC 

MK11 MAINTENANCE 
CARD 

EK-OMK11-TM 

MK11 TECH MANUAL 

EK-OMK11-UG 

MK11 USERS GUIDE 

M P-00523-00 

MK11 MAINTENANCE 
PRINTS 


Kit Name ML11 DOCUMENTS 

Kit Number FB-ML11 

Contents 


Part Number 

Description 

EK-0ML11-UG 

ML11 USERS GUIDE 

EK-0ML11-TM 

ML11 TECHNICAL 
MANUAL 

EK-0ML11-TD 

ML11 TECHNICAL 
DESCRIPTION 


Kit Name MM11-CP DOCUMENTS 
Kit Number FB-MM11-CP 


Contents 

Part Number 

Description 

EK-MM11C-TM 

MM11-C/CP MANUAL 

MP-MM11-00 

(INCL MM11-B/BP) 
MM11-C MAINTENANCE 


PRINTS 
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OPTION LEVEL KITS 


Kit Name MM11-DP DOCUMENTS 
Kit Number FB-MM11-DP 
Contents 


Part Number 

Description 

EK-MM1 ID-OP 

MM11-D/DP USER 
MANUAL 

EK-MM11D-TM 

MM11-D/DP TECHNICAL 
MANUAL 

M P-00032-00 

MM11-DP 

MAINTENANCE PRINTS 


Kit Name MM11-E DOCUMENTS 

Kit Number FB-MM11-E 

Contents 


Part Number 

Description 

EK-MM11E-OP 

MM11-E USER MANUAL 

EK-MM11E-TM 

MM11-E TECHNICAL 
MANUAL 

MP-MM11-E 

MM11-E MAINTENANCE 
PRINTS 


Kit Name MM11-F DOCUMENTS 
Kit Number FB-MM11-F 


Contents 


Part Number 

Description 

EK-MM11F-OP 

MM11-F USER MANUAL 

MP-MM11-F 

MM11-F MAINTENANCE 
PRINTS 


Kit Name MM11-L DOCUMENTS 
Kit Number FB-MM11-L 


Contents 


Part Number 

Description 

EK-MM11S-OP 

MM 11-S/L/OP USER 
MANUAL 

EK-MM11S-TM 

MM11-S/L/LP SYSTEM 
MANUAL 

MP-MM11-L 

MM11-L MAINTENANCE 
PRINTS 


Kit Name MM11-LP DOCUMENTS 
Kit Number FB-MM11-LP 
Contents 


Part Number 

EK-MM11S-OP 

EK-MM11S-TM 
MP-MM11-LP 


Description 

MM 11-S/L/OP USER 
MANUAL 

MM11-S/L/LP SYSTEM 

MANUAL 

MM11-LP 

MAINTENANCE PRINTS 


Kit Name MM11-S DOCUMENTS 

Kit Number FB-MM11-S 

Contents 


Part Number 

Description 

EK-MM11S-OP 

MM 11-S/L/OP USER 
MANUAL 

EK-MM11S-TEM 

MM11-S/L/LP SYSTEM 
MANUAL 

MP-MM11-S 

MM11-S MAINTENANCE 
PRINTS 


Kit Name MM11-U DOCUMENTS 
Kit Number FB-MM11-U DOCUMENTS 


Contents 


Part Number 

Description 

EK-MF11U-MM 

MF11-U/UP 

MAINTENANCE MANUAL 

MP-MM11-UP 

MM11-U/UP 
MAINTENANCE PRINTS 

Kit Name MM11-WP DOCUMENTS 

Kit Number FB-MM11-WP 

Contents 


Part Number 

Description 

EK-MF11W-MM 

MF11-W/WP 

MAINTENANCE MANUAL 

EK-MF11W-OP 

MF11-W/WP USER 
MANUAL 

M P-00034-00 

MF11-W/WP 
MAINTENANCE PRINTS 
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OPTION LEVEL KITS 


Kit Name MM11-YP DOCUMENTS 
Kit Number FB-MM11-YP 
Contents 


Part Number 

EK-MM1YP-TM 

EK-MM1YP-UG 
M P-00317-00 


Description 

MM11-YP TECH 
MANUAL 
MM11-YP USERS 
MANUAL 
MM11-YP 

MAINTENANCE PRINTS 


Kit Name MM8-EJ DOCUMENTS 
Kit Number FB-MM8-EJ 
Contents 

Part Number Description 

MP-MM8-E MM8-E MAINTENANCE 

PRINTS 


Kit Name MMV11-A DOCUMENTS 
Kit Number FB-MMV11-A 
Contents 

Part Number Description 

MP-MMV11-A MMV11-A 

MAINTENANCE PRINTS 


Kit Name MRV11-AA DOCUMENTS 
Kit Number FB-MRV11-AA 
Contents 

Part Number Description 

M P-00066-00 MRV11 MAINTENANCE 

PRINTS 


Kit Name MRV11-AC DOCUMENTS 
Kit Number FB-MRV11-AC 
Contents 

Part Number Description 

M P-00387-00 MRV11-AC 

MAINTENANCE PRINTS 


Kit Name MRV11-BC DOCUMENTS 
Kit Number FB-MRV11-BC 
Contents 

Part Number Description 

M P-00355-00 MRV11-BC 

MAINTENANCE PRINTS 


Kit Name MRV11 -C DOCUMENTS 

Kit Number FB-MRV11-C 

Contents 


Part Number 

Description 

M P-00871-00 

MRV11-C MAINTENANCE 
PRINTS 

Kit Name MRV11 -VA DOCUMENTS 

Kit Number FB-MRV11-VA 

Contents 


Part Number 

Description 

M P-00208-00 

MRV11-VA 

MAINTENANCE PRINTS 

Kit Name MRV11-VC DOCUMENTS 

Kit Number FB-MRV11-VC 

Contents 


Part Number 

Description 

M P-00632-00 

MRV11-VC 

MAINTENANCE PRINTS 

Kit Name MSI 1-AP DOCUMENTS 

Kit Number FB-MS11-AP 

Contents 


Part Number 

Description 

EK-MS11A-MM 

MSI 1-A/B/C 
MAINTENANCE MANUAL 

EK-MS11A-OP 

MSI 1-A/B/C USER 
MANUAL 

M P-00708-00 

MS11-A MAINTENANCE 
PRINTS 


Kit Name MRV11-BA DOCUMENTS 
Kit Number FB-MRV11-BA 
Contents 

Part Number Description 

MP-00354-00 MRV11-BA 

MAINTENANCE PRINTS 
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OPTION LEVEL KITS 


Kit Name MS11-B DOCUMENTS 
Kit Number FB-MS11-B 
Contents 


Part Number 

Description 

EK-MS11A-MM 

MSI 1-A/B/C 

MAINTENANCE MANUAL 

EK-MS11A-OP 

MSI 1-A/B/C USER 
MANUAL 

MP-MS11-B 

MS11-B MAINTENANCE 
PRINTS 


Kit Name MS11-CC DOCUMENTS 
Kit Number FB-MS11-CC 


Contents 


Part Number 

Description 

EK-MS11A-MM 

MSI 1-A/B/C 

MAINTENANCE MANUAL 

EK-MS11A-OP 

MSI 1-A/B/C USER 
MANUAL 

MP-MS11-C 

MS11-C MAINTENANCE 
PRINTS 

Kit Name MS11-FP DOCUMENTS 

Kit Number FB-MS11-FP 

Contents 


Part Number 

Description 

EK-MS11E-MM 

MS11-E/J 

MAINTENANCE MANUAL 

EK-MS11E-OP 

MSI 1-E/J MOS 

MEMORY USER 

MANUAL 

M P-00021-00 

MS11-E MAINTENANCE 
PRINTS 

Kit Name MSI 1-K DOCUMENTS 

Kit Number FB-MS11-K 

Contents 


' Part Number 

Description 

M P-00325-00 

MSI 1-K MAINTENANCE 
PRINTS 


Kit Name MS11-L DOCUMENTS 
Kit Number FB-MS11-L 


Contents 


Part Number 

Description 

EK-MS11L-TM 

MSI 1-L TECH MANUAL 

EK-MS11L-UG 

MS11-L USERS GUIDE 

M P-00672-00 

MSI 1-L MAINTENANCE 
PRINTS 


Kit Name MS11-M DOCUMENTS 


Kit Number FB-MS11-M 

Contents 

Part Number 

Description 

EK-MS11M-TM 

MS750 TECHNICAL 
DESCRIPTION 

EK-MS11M-UG 

MS11-M USER GUIDE 

M P-00742-00 

MS11-M MAINTENANCE 
PRINTS 


Kit Name MS750 DOCUMENTS 


Kit Number FB-MS750 

Contents 


Part Number 

Description 

EK-MS750-TD 

MS750 TECHNICAL 
DESCRIPTION 


Kit Name MS780 DOCUMENTS 
Kit Number FB-MS780 


Contents 


Part Number 

Description 

EK-MS780-TD 

MS780 TECH 
DESCRIPTION 

M P-00498-00 

MS780 MAINTNANCE 
PRINTS 

Kit Name MSV11-B DOCUMENTS 

Kit Number FB-MSV11-B 

Contents 


Part Number 

Description 

MP-00067-00 

MSV11-B MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name MSV11-C DOCUMENTS 
Kit Number FB-MSV11-C 
Contents 

Part Number Description 

MP-00259-00 MSV11-C MAINTENANCE 

PRINTS 


Kit Name MSV11-D DOCUMENTS 

Kit Number FB-MSV11-D 

Contents 


Part Number 

Description 

EK-MSV1D-OP 

MSV11-D/E USER 
MANUAL 

M P-00566-00 

MSV11-D MAINTENANCE 
PRINTS 


Kit Name MSV11-E DOCUMENTS 
Kit Number FB-MSV11-E 


Contents 

Part Number 

EK-MSV1D-OP 

M P-00567-00 

Description 

MSV11-D/E USER 
MANUAL 

MSV11-E MAINTENANCE 
PRINTS 

Kit Name PC05 DOCUMENTS 

Kit Number FB-PC05 

Contents 


Part Number 

Description 

EK-OPC05-IP 

PC05 READER PUNCH 


IPB 

EK-PC045-OP 

PC04/05 USER MANUAL 

EK-PC405-MM 

PC04/05 MAINT 


MANUAL 

MP-PC04-05 

PC04/05 MAINTENANCE 


PRINT 


Kit Name PC11 DOCUMENTS 

Kit Number FB-PC11 

Contents 


Part Number 

Description 

EK-OPC11-OP 

PC11 USERS MANUAL 

EK-OPC11-TM 

PC11 SYSTEM MANUAL 

MP-PC11 

PC11 MAINTENANCE 
PRINT 


Kit Name PDP8A DOCUMENTS 

Kit Number FB-PDP8A 
Contents 


Part Number 

Description 

EB-06219-76 

PDP8A MINICOMPUTER 
HDBK 

EK-8A000-IP 

PDP8A IPB 

EK-8A001-OP 

PDP8A OPERATORS 
HDBK 

EK-8A002-MM 

PDP8A MAINT MANUAL 

MP-PDP8A-00 

PDP8A MAINTENANCE 
PRINT 


Kit Name PDP8E DOCUMENTS 

Kit Number FB-PDP8E 


Contents 


Part Number 

Description 

EB-02546-76 

SMALL COMPUTER 
HDBK (8E/F/M) 

EK-8E001-MM 

PDP8E/F/M MAINT MAN 
VOL 1 

EK-8E002-MM 

PDP8E/F/M MAINT MAN 
VOL II 

EK-8E003-MM 

PDP8E/F/M MAINT MAN 
VOL III 

EK-PDP8E-IP 

PDP8E IPB 

M P-00162-00 

PDP8E MAINTENANCE 
PRINTS 

Kit Name PDP8F DOCUMENTS 

Kit Number FB-PDP8F 

Contents 


Part Number 

Description 

EB-02546-76 

SMALL COMPUTER 
HDBK (8E/F/M) 

EK-8E001-MM 

PDP8E/F/M MAINT MAN 
VOL 1 

EK-8E002-MM 

PDP8E/F/M MAINT MAN 
VOL II 

EK-8E003-MM 

PDP8E/F/M MAINT MAN 
VOL III 

MP-PDP8F-00 

PDP8F MAINTENANCE 
PRINT 
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OPTION LEVEL KITS 


Kit Name PDP8M DOCUMENTS 

Kit Number FB-PDP8M 
Contents 


Part Number 

Description 

EB-02546-76 

SMALL COMPUTER 
HDBK (8E/F/M) 

EK-8E001-MM 

PDP8E/F/M MAINT MAN 
VOL 1 

EK-8E002-MM 

PDP8E/F/M MAINT MAN 
VOL II 

EK-8E003-MM 

PDP8E/F/M MAINT MAN 
VOL III 

EK-PDP8M-IP 

PDP8M IPB 

MP-PDP8M-00 

PDP8M MAINTENANCE 
PRINT 


Kit Name PRS01 DOCUMENTS 

Kit Number FB-PRS01 


Contents 


Part Number 

Description 

EK-PRS01-MM 

PRS01 MAINTENANCE 
MANUAL 

M P-00232-00 

PRS01 MAINTENANCE 
PRINT 


Kit Name REV11 DOCUMENTS 

Kit Number FB-REV11 

Contents 


Part Number 

Description 

MP-00073-00 

REV11 MAINT PRINT 

VOL 1 

M P-00331-00 

REV11 MAINT PRINT 

VOL II 

Kit Name RH11 DOCUMENTS 

Kit Number FB-RH11 

Contents 


Part Number 

Description 

M P-00382-00 

RH11 MAINTENANCE 
PRINT 


Kit Name RH750 DOCUMENTS 
Kit Number FB-RH750 
Contents 

Part Number Description 

M P-01045-00 RH750 MAINTENANCE 

PRINT 


Kit Name RH780 DOCUMENTS 

Kit Number FB-RH780 

Contents 


Part Number 

Description 

EK-RH780-TD 

RH780 TECHNICAL 
DESCRIPTION 

M P-00499-00 

RH780 MAINTENANCE 
PRINT 


Kit Name RK05 DOCUMENTS 

Kit Number FB-RK05F 


Contents 


Part Number 

Description 

EK-ORK05-OP 

RK05 USERS MANUAL 

EK-RK5JF-MM 

RK05/J/F 

MAINTENANCE MANUAL 

MP-RK05-F 

RK05-F MAINTENANCE 
PRINT 


Kit Name RK05J DOCUMENTS 


Kit Number FB-RK0SJ 

Contents 

Part Number 

Description 

EK-ORK05-OP 

RK05 USERS MANUAL 

EK-RK5JF-MM 

RK05/J/F 

MAINTENANCE MANUAL 

MP-RK05-J 

RK05-J MAINTENANCE 
PRINT 


Kit Name RH70 DOCUMENTS 
Kit Number FB-RH70 
Contents 

Part Number Description 

MP-RH70 RH70 MAINTENANCE 

PRINT 
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OPTION LEVEL KITS 


Kit Name RK06 DOCUMENTS 

Kit Number FB-RK06 
Contents 

Part Number Description 


EK-ORK06-IP 

EK-RK067-SV 

EK-RK067-TD 

EK-RK067-UG 
M P-00182-00 


RK06 IPB 
RK06/07 SERVICE 
MANUAL 

RK06/07 TECHNICAL 
MANUAL 

RK06/07 USERS GUIDE 
RK06 MAINTENANCE 
PRINT 


Kit Name RK07 DOCUMENTS 

Kit Number FB-RK07 

Contents 

Part Number 

Description 

EK-ORK07-IP 

RK07 IPB 

EK-RK067-SV 

RK06/07 SERVICE 
MANUAL 

EK-RK067-TD 

RK06/07 TECHNICAL 
MANUAL 

EK-RK067-UG 

RK06/07 USERS GUIDE 

M P-00576-00 

RK07 MAINTENANCE 
PRINT 


Kit Name RK11-C DOCUMENTS 
Kit Number FB-RK11-C 


Contents 


Part Number 

Description 

EK-RK11C-OP 

RK11-C USERS MANUAL 

EK-RK11C-TM 

RK11-C TECHNICAL 
MANUAL 

MP-RK11-C 

RK11-C MAINTENANCE 
PRINT 


Kit Name RK11-D/E DOCUMENTS 


Kit Number FB-RK11-D 

Contents 

Part Number 

Description 

EK-RK11D-MM 

RK11-D MAINTENANCE 
MANUAL 

EK-RK1 ID-OP 

RK11-D USERS MANUAL 

MP-RK11-D 

RK11-D MAINTENANCE 
PRINT 


Kit Name RK611 DOCUMENTS 

Kit Number FB-RK611 
Contents 


Part Number 

EK-RK611-IP 
EK-RK611-TM 

M P-00105-00 

Description 

RK611 IPB 

RK611 TECHNICAL 
MANUAL 

RK611 MAINTENANCE 
PRINT 

Kit Name 

RKV11-D DOCUMENTS 

Kit Number 

FB-RKV11-D 

Contents 



Part Number 

Description 

EK-RKV11-OP 

RKV11-D USERS 



MANUAL 

M P-00223-00 

RKV11-D MAINTENANCE 



PRINT 


Kit Name RL01 DOCUMENTS 

Kit Number FB-RL01 

Contents 

Part Number 

Description 

EK-ORL01-IP 

RL01 IPB 

EK-RL012-PG 

RL01/02 POCKET 
SERVICE GUIDE 

EK-RL012-TM 

RL01/02 TECHNICAL 
MANUAL 

EK-RL012-UG 

RL01/02 USERS GUIDE 

M P-00347-00 

RL01 MAINTENANCE 
PRINT 


Kit Name RL02 DOCUMENTS 


Kit Number FB-RL02 

Contents 

Part Number 

Description 

EK-ORL02-IP 

RL02 IPB 

EK-RL012-PG 

RL01/02 POCKET 
SERVICE GUIDE 

EK-RL012-TM 

RL01/02 TECHNICAL 
MANUAL 

EK-RL012-UG 

RL01/02 USERS GUIDE 

M P-00553-00 

RL02 MAINTENANCE 
PRINT 
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OPTION LEVEL KITS 


Kit Name RL11 DOCUMENTS 

Kit Number FB-RL11 
Contents 

Part Number Description 

EK-ORL11-TD RL11 TECHNICAL 
MANUAL 

M P-00153-00 RL11 MAINTENANCE 

PRINT 


Kit Name RL8A DOCUMENTS 

Kit Number FB-RL8A 

Contents 


Part Number 

Description 

EK-ORL8A-TM 

RL8A TECHNICAL 
MANUAL 

MP-00538-00 

RL8A/RL28A 
MAINTENANCE PRINT 


Kit Name RLV11 DOCUMENTS 

Kit Number FB-RLV11 

Contents 


Part Number 

Description 

EK-RLV11-TD 

RLV11 TECHNICAL 
MANUAL 

MP-00635-00 

RLV11 MAINTENANCE 
PRINT 


Kit Name RLV12 DOCUMENTS 

Kit Number FB-RLV12 


Contents 


Part Number 

Description 

EK-RLV12-UG 

RLV12 USERS GUIDE 


Kit Name RM02 DOCUMENTS 

Kit Number FB-RM02 
Contents 


Part Number 

Description 

EK-ORM02-IP 

RM02 IPB 

EK-RM023-SV 

RM02/03 SERVICE 
MANUAL 

EK-RM023-UG 

RM02/03 USERS GUIDE 

EK-RMADA-TD 

RM MASSBUS ADAPTER 
TECH MAN 

ER-ORM02-MP 

RM02 MAINTENANCE 
PRINT 

ER-ORM02-TM 

RM02 TECHNICAL 
MANUAL 

M P-00456-00 

RM02 MAINTENANCE 
PRINT 


Kit Name RM03 DOCUMENTS 

Kit Number FB-RM03 

Contents 

Part Number 

Description 

EK-0RM03-IP 

RM03 IPB 

EK-RM023-SV 

RM02/03 SERVICE 
MANUAL 

EK-RM023-UG 

RM02/03 USERS GUIDE 

EK-RMADA-TD 

RM MASSBUS ADAPTER 
TECH MAN 

ER-ORM03-MP 

RM03 MAINTENANCE 
PRINT 

ER-0RM03-TM 

RM03 TECHNICAL 
MANUAL 

M P-00350-00 

RM03 MAINTENANCE 
PRINT 


Kit Name RM05 DOCUMENTS 

Kit Number FB-RM05 
Contents 

Part Number Description 

EK-ORM05-SV RM05 SERVICE MANUAL 
EK-ORM05-UG RM05 USERS GUIDE 
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OPTION LEVEL KITS 


Kit Name RM80 DOCUMENTS 

Kit Number FB-RM80 
Contents 


Part Number 

EK-ORM80-TD 

EK-ORM80-UG 

M P-00875-00 

Description 

RM80 TECHNICAL 
MANUAL 

RM80 USERS GUIDE 

RM80 MAINTENANCE 
PRINT 

Kit Name RP04 DOCUMENTS 

Kit Number FB-RP04 

Contents 

Part Number 

Description 

EK-ORP04-IN 

RP04 INSTALLATION 
MANUAL 

EK-ORP04-IP 

RP04 IPB 

EK-ORP04-MM 

RP04 MAINTENANCE 
MANUAL 

EK-ORP04-OP 

RP04 USERS GUIDE 

M P-00086-00 

RP04/05/06 MAINT 

PRINT 


Kit Name RP05 DOCUMENTS 

Kit Number FB-RP05 

Contents 

Part Number 

Description 

EK-RP056-IN 

RP05/06 INSTALLATION 
MANUAL 

EK-RP056-MM 

RP05/06 MAINTENANCE 
MANUAL 

EK-RP056-OP 

RP05/06 USERS 

MANUAL 

ER-00012-TM 

RP05/06 TECHNICAL 
MANUAL 

ER-00014-TM 

RP05/06 LOGIC MANUAL 

M P-00086-00 

RP04/05/06 MAINT 

PRINT 


Kit Name RP06 DOCUMENTS 

Kit Number FB-RP06 
Contents 


Part Number 

Description 

EK-RP056-IN 

RP05/06 INSTALLATION 
MANUAL 

EK-RP056-MM 

RP05/06 MAINTENANCE 
MANUAL 

EK-RP056-OP 

RP05/06 USERS 

MANUAL 

ER-00012-TM 

RP05/06 TECHNICAL 
MANUAL 

ER-00014-TM 

RP05/06 LOGIC MANUAL 

M P-00086-00 

RP04/05/06 MAINT 

PRINT 


Kit Name RP07 DOCUMENTS 

Kit Number FB-RP07 


Contents 

Part Number 

ER-ORP07-IP 

EK-ORP07-IP 

EK-ORP07-PS 

ER-ORP07-MP 

ER-ORP07-UG 

ER-ORP07-TD 


Description 

RP07 IPB 
RP07 IPB 

RP07 POCKET SERVICE 
GUIDE 

RP07 MAINTENANCE 
PRINT 

RP07 USERS GUIDE 
RP07 TECHNICAL 
MANUAL 


Kit Name RP11-C DOCUMENTS 
Kit Number FB-RP11-C 


Contents 

Part Number 

EK-RP11C-MM 

EK-RP11C-OP 

MP-RP11-C 


Description 

RP11-C MAINTENANCE 
MANUAL 

RP11-C USERS MANUAL 
RP11-C MAINTENANCE 
PRINT 













OPTION LEVEL KITS 


Kit Name RP11-E DOCUMENTS 
Kit Number FB-RP11-E 
Contents 


Part Number 

Description 

EK-RP11E-IN 

RP11-E/RPR02 
INSTALLATION MANUAL 

EK-RP11E-MM 

RP11-E MAINTENANCE 
MANUAL 

EK-RP11E-OP 

RP11-E USER MANUAL 

MP-RP11-E 

RP11-E MAINTENANCE 
PRINTS 

Kit Name RPR02 DOCUMENTS 

Kit Number FB-RPR02 

Contents 


Part Number 

Description 

EK-RPR02-IP 

RPR02 660-1 DISK DRIVE 
IPB 

EK-RPR02-LS 

RPR02 660-A LGC 
SCHEMATIC MANUAL 

EK-RPR02-TM 

RPR02 660-1 

TECHNICAL DESC 
MANUAL 

ER-00009-TM 

RPR02 DISK DRIVE 

MAINT MANUAL 

MP-RPR02-00 

RPR02 MAINTENANCE 
PRINTS 

Kit Name RX01 DOCUMENTS 

Kit Number FB-RX01 

Contents 


Part Number 

Description 

EK-13077-IP 

70-13077 FLEXIBLE DISK 
DRIVE IPB 

EK-ORXOI-IP 

RX01 FLP DSK IPB 

EK-ORXOI-MM 

RX8/RX11 FLP DISK 
SYSTEM 

EK-ORXOI-OP 

RX8/RX11 FLOPPY DISK 
SYSTEM 

EK-RX012-PS 

RX01/RX02 POCKET 
SERVICE GUIDE 

EK-RX102-RC 

RX01/02 REFERENCE 
CARD 

M P-00296-00 

RX01 MAINTENANCE 
PRINTS 


Kit Name RX02 DOCUMENTS 
Kit Number FB-RX02 
Contents 


Part Number 

Description 

EK-13077-IP 

70-13077 FLEXIBLE DISK 
DRIVE IPB 

EK-ORX02-IP 

RX02 FLOPPY DISK IPB 

EK-ORX02-TM 

RX02 FLOPPY DISK 
SYSTEM TECH MAN 

EK-ORX02-UG 

RX02 FLOPPY DISK 
SYSTEM USER GUIDE 

EK-RX012-PS 

RX01/02 REFERENCE 
CARD 

M P-00629-00 

RX02 MAINTENANCE 
PRINTS 

Kit Name RX11 DOCUMENTS 

Kit Number FB-RX11 

Contents 


Part Number 

Description 

MP-ORX11-00 

RX11 MAINTENANCE 
PRINTS 

Kit Name RX211 DOCUMENTS 

Kit Number FB-RX211 

Contents 


Part Number 

Description 

M P-00626-00 

RX211 MAINTENANCE 
PRINTS 

Kit Name RX8 DOCUMENTS 

Kit Number FB-RX8 

Contents 


Part Number 

Description 

MP-RX8-00 

RX8 MAINTENANCE 
PRINTS 


Kit Name RXV11 DOCUMENTS 

Kit Number FB-RXV11 
Contents 

Qty Part Number Description 

EK-RXV11-OP RXV-11 USER MANUAL 

M P-00024-00 RXV11 MAINTENANCE 

PRINTS 
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OPTION LEVEL KITS 


Kit Name RXV21 DOCUMENTS 

Kit Number FB-RXV21 
Contents 


Kit Name TM02 DOCUMENTS 

Kit Number FB-TM02 
Contents 


Part Number 

Description 

Part Number 

Description 

MP-00628-00 

RXV21 MAINTENANCE 

EK-OTM02-IP 

TM02 FMTR IPB 


PRINTS 

EK-OTU16-MM 

TU16/TM02 




MAINTENANCE MANUAL 



EK-OTU 16-OP 

TU16/TM02 USER 

Kit Name TE10N DOCUMENTS 


MANUAL 

Kit Number FB-TE10N 

MP-OTM02-00 

TM02 MAINTENANCE 

Contents 



PRINTS 

Part Number 

Description 



EK-OTE16-TM 

TE16/TE10W/TE10N 




MAINTENANCE MAN 

Kit Name TM03 DOCUMENTS 

EK-OTEWN-OP 

TE16/TE10W/TE10N 

Kit Number FB-TM03 


USERS MANUAL 

Contents 


M P-00364-00 

TE10-N MAINTENANCE 

Part Number 

Description 


PRINTS 

EK-OTM03-IP 

TM03 FORMATTER IPB 



EK-OTM03-TM 

TM03 TECH MANUAL 



EK-OTM03-UG 

TM03 USER GUIDE 

Kit Name TE10W DOCUMENTS 

M P-00349-00 

TM03 MAINTENANCE 

Kit Number FB-TE10W 


PRINTS 

Contents 




Part Number 

Description 



EK-OTE16-TM 

TE16/TE10W/TE10N 

Kit Name TM78 DOCUMENTS 


MAINTENANCE MAN 

Kit Number FB-TM78 

EK-OTEWN-OP 

TE16/TE10W/TE10N 

Contents 



USERS MANUAL 

Part Number 

Description 

MP-00336-00 

TE10-W MAINTENANCE 

EK-OTM78-TM 

TM78 TECHNICAL 


PRINTS 


MANUAL 



EK-OTM78-UG 

TM78 USERS GUIDE 

Kit Name TE16 DOCUMENTS 



Kit Number FB-TE16 

Kit Name TS11 /TS04 DOCUMENTS 

Contents 


Kit Number FB-TS11 

Part Number 

Description 

Contents 


EK-OTE16-IP 

TE16 DOC MAGTAPE IPB 

Part Number 

Description 

EK-OTE16-TM 

TE16/TE10W/TE10N 

EK-OTS11-PS 

TS11 POCKET SERVICE 


MAINTENANCE MAN 


GUIDE 

EK-OTEWN-OP 

TE16/TE10W/TE10N 

EK-OTS11-TM 

TS11 SUBSYSTEM 


USERS MANUAL 


TECHNICAL MANUAL 

M P-00333-00 

TE16 MAINTENANCE 

EK-OTS11-UG 

TS11 SUBSYSTEM 


PRINTS 


USERS GUIDE 



EK-TS11A-IP 

TS11-A IPB 



M P-00849-00 

TS11-A MAINTENANCE 

Kit Name TEV11 DOCUMENTS 


PRINTS 

Kit Number FB-TEV11 



Contents 




Part Number 

Description 



M P-00074-00 

TEV11 MAINTENANCE 




PRINTS 
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OPTION LEVEL KITS 


Kit Name TU16 DOCUMENTS 
Kit Number FB-TU16 
Contents 


Part Number 

EK-OTU16-IP 

EK-OTU16-MM 

EK-OTU 16-OP 
MP-00027-00 

Description 

TU16 DEC MAGTAPE IPB 
TU16/TM02 

MAINTENANCE MANUAL 
TU16/TM02 USERS MAN 
TU16-A MAINTENANCE 
PRINTS 

Kit Name TU45 DOCUMENTS 

Kit Number FB-TU45 

Contents 


Part Number 

Description 

EK-45/03-MM 

TU45-A/C/TAU45/TM03 


MAINT MANUAL 

EK-TU45A-MM 

TU45 SYSTEM MANUAL 

M P-00441-00 

TU45 MAINTENANCE 


PRINTS 


Kit Name TU58 DOCUMENTS 

Kit Number FB-TU58 


Contents 

Part Number 

EK-OTU58-IP 

EK-OTU58-TM 

EK-OTU58-UG 

MP-00747-00 

Description 

TU58 IPB 

TU58 TECHNICAL 
MANUAL 

TU58 DECTAPE II USERS 
GUIDE 

TU58-C MAINTENANCE 
PRINTS 

Kit Name TU77 DOCUMENTS 

Kit Number FB-TU77 

Contents 


Part Number 

Description 

EK-ITU77-TM 

TU77 MAGNETIC TAPE 
TRANSPORT VI 

EK-2TU77-TM 

TU77 MAGTAPE 
TECHNICAL MANUAL V2 

EK-OTU77-IP 

TU77 MAGNETIC TAPE 
TRANSPORT IPB 

EK-OTU77-UG 

TU77 MAG TAPE 
TRANSPORT 

MP- 

00644-00 

TU77 MAINTENANCE 
PRINTS 


Kit Name TU78 DOCUMENTS 

Kit Number FB-TU78 
Contents 


Part Number 

Description 

EK-OTU78-UG 

TU78 USERS GUIDE 

EK-OTU78-PS 

TU78 POCKET SERVICE 
GUIDE 

EK-1TU78-TM 

TU78 TECHNICAL 
MANUAL VOL 1 

EK-2TU78-TM 

TU78 TECHNICAL 
MANUAL VOL 2 

MP-01061 

TU78 MAINTENANCE 
PRINTS 


Kit Name VK100 (GIGI) DOCUMENTS 

Kit Number FB-VK100 

Contents 


Part Number 

Description 

EK-OGIGI-RC 

GIGI PROGRAMMING 
REFERENCE CARD 

EK-VK100-RC 

VK100 SET-UP 
REFERENCE CARD 

EK-VK100-PS 

VK100 POCKET SERVICE 
GUIDE 

EK-VK 100-IN 

VK100 INSTALLATION 
MANUAL 


Kit Name VT100 DOCUMENTS 

Kit Number FB-VT100 

Contents 

Part Number 

Description 

EB-20752-20 

TERMINALS & COMM 
HANDBOOK 

EK-VT 100-IP 

VT100 IPB 

EK-VT100-J1 

VT100 MINI 
MAINTENANCE HDWR 
GUIDE 

EK-VT 100-RC 

VT 100 PROGRAM 
REFERENCE CARD 

EK-VT 100-TM 

VT 100 TECHNICAL 
MANUAL 

EK-VT 100-UG 

VT 100 USERS GUIDE 

M P-00633-00 

VT 100 MAINTENANCE 
PRINTS 
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OPTION LEVEL KITS 


Kit Name VT101 DOCUMENTS 
Kit Number FB-VT101 
Contents 


Kit Name 
Kit Number 

Contents 


VT50 DOCUMENTS 
FB-VT50 


Part Number 

Description 

Part Number 

Description 

EK-VT101-UG 

VT101 USERS GUIDE 

EK-OVT50-TM 

VT50 SYSTEM MANUAL 

EK-VT101-RC 

VT101 PROGRAMMING 

EK-VT502-PG 

VT50/VT52 POCKET 


REF CARD 


SERVICE GUIDE 

EK-VT101-IP 

VT 101 ILLUSTRATED 

M P-00036-00 

VT50 MAINTENANCE 


PARTS BREAKDOWN 


PRINTS 

M P-01066 

VT 101 MAINTENANCE 




PRINTS 





Kit Name VT52 DOCUMENTS 



Kit Number FB-VT52 

Kit Name VT102 DOCUMENTS 

Contents 


Kit Number FB-VT102 

Part Number 

Description 

Contents 


EK-OVT52-IP 

VT52 DECSCOPE IPB 

Part Number 

Description 

EK-OVT52-MM 

VT52DECSCOPE 

EK-VT 102-IP 

VT 102 ILLUSTRATED 


MAINTENANCE MANUAL 


PARTS BREAKDOWN 

EK-VT502-PG 

VT50/VT52 POCKET 

EK-VT102-RC 

VT102 PROGRAMMING 


SERVICE GUIDE 


REF CARD 

M P-00035-00 

VT52 MAINTENANCE 




PRINTS 

Kit Name VT1XX-AB DOCUMENTS 



Kit Number FB-VT1XX-AB 

Kit Name VT55 DOCUMENTS 

Contents 


Kit Number FB-VT55 

Part Number 

Description 

Contents 


MP-VT1XX-AB 

VT1XX-AB 

Part Number 

Description 


MAINTENANCE PRINTS 

EK-VT55E-TM 

VT55-E/F/H/J USERS 




MANUAL 



M P-00098-00 

VT55 MAINTENANCE 

Kit Name VT1XX-AC DOCUMENTS 


PRINTS 

Kit Number FB-VT1XX-AC 



Contents 




Part Number 

Description 



EK-VT 1AC-UG 

VT1XX-AC USERS GUIDE 



M P-00901-00 

VT1XX-AC 




MAINTENANCE PRINTS 



Kit Name VT1XX-CA DOUCMENTS 



Kit Number FB-VT1XX-CA 



Contents 




Part Number 

Description 



EK-VTICA-IN 

VT1XX-CC 




INSTALLATION MANUAL 
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New Literature From Digital 


Finally! A single reference source of selected Digital hardware and software 
documentation products. This new directory makes necessary product 
information readily accessible and it can be used to determine what 
documentation products are required to support a particular hardware or 
software option. 

The Directory contains: 

SOFTWARE DOCUMENTATION PRODUCTS 

• Software Documentation Kits 

• Source Microfiche Kits 

• Software Manuals, Handbooks, Reference Cards 

HARDWARE DOCUMENTATION PRODUCTS 

• Hardware Manuals 

• Maintenance Prints 

• Diagnostic Kits 

OTHER FEATURES 

• Ordering/Pricing Information 

• Accessories & Supplies Group Discount Policy 

• System Software Organization 

• Understanding Digital’s Software Numbering Scheme 

• Glossary of Software Terms and Abbreviations 

• Documentation Index by Ordering Part Number 

• Documentation Index by Description 


• Do you always have the necessary documentation at your fingertips? 

• Do you know which Digital Engineering changes are applicable to your 
system? 

If you can’t answer ’yes’ to both of these questions, Digital’s Maintenance 
Documentation Service (MDS) can help. 

MDS provides almost all service documentation on microfiche: maintenance 
manuals, illustrated parts breakdowns, diagnostic listings, diagnostic change 
orders, diagnostic patch orders, wire lists, Field Change Orders (FCO’s), 
Preventive Maintenance (PM) procedures, and a wealth of other useful 
information. 


LSigirai vijutpmviH 

MDS 

(Digital's Maintenance Documentation Scrvii 
microfiche can nuke your task a whole lot ei 
For instance... 




• Are you always up-to-date with the latest hardware changes? If not.DEC-O-LOG 
may be the answer! 

DEC-O-LOG is a valuable notification service. A subscription to DEC-O-LOG 
provides essential information for all Digital customers who maintain their 
own systems. DEC-O-LOG is a summary of Field Change Orders (FCO’s) and 
Engineering Change Orders (ECO’s) for your system’s CPU’s, peripheral 
options, subassemblies and modules. 


To obtain a copy of any of the above literature fill in and cut out the 
coupon on the opposite page. 













Clip and mail to: Digital Equipment Corporation 

Attn: Circulation Dept. RQ/W83 
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